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Abduction, deficiency of, (1162). 
Abiotrophy, retinal, (595). 
Abortion, panophthalmitis after, (281). 
Abscess, of choroid, (81). 
of cornea, (78). 
of orbit, (887). 
conjunctivitis, etc., simulating, 1054. 
retrobulbar, (986). 
Abstracts 
1. General methods of diagnosis, (178), 
(379), (570), (772), (973), (1157). 
: Therapeutics and operations, (180), 
(381), (573), (773), (975), (1158). 
; Physiologic optics, refraction, 
. Ocular movements, (184), (276), oats 
(477), (579), (779), (981), 
5. Conjunctiva, (76), (18 388), 
(477), (582), (782), (onl 1), (1163). 
. Cornea and sclera, (78), 
(as. (480), (584) (786), (872), (988 


. Uveal tract, sympathetic a ton and 
aqueous humor. 281), 


. Glaucoma and ocular tension, (83), 
(193), (282), (396), ID). (588), (670), 


(794), (875), (993), (11 

: Crystalline lens, (83), (19 
(397), (485), (590), (672), (793, (376); 
(994), (1065 ; (1174). 

. Retina and vitreous, (84), (197), (284), 
(398), (485), ari (676), (797), (878), 
(99 6), (1066), ql 

. Optic nerve amblyopias, 
(86), (200), (286), (401), (488), ¢ 96), 
(680), (884), (998), (1071), (1176). 

. Visual tracts and centers, (86), ‘ 01), 
(288), (402), reo (598), (682), 885), 
(998), (1072), (1177). 

Eyeball and orbit, (87), (288), (308) 
(490), (600), (683), (886), (999), 
(1073), (1177). 

. Eyelids and lacrimal apparatus, on 

(390), (404, (491), (601), (685),” (888), 


1000 
(294), (405), (492), 


Tumors, (39) ), 
(686), (891), (1076). 
(803). (1078 (296), (406), (492), (689), 
A stemic and (95), 
8), (495), (692), (896), (1079). 
sociology, education, and his- 
tory, (98), (301), (498), (695), (899), 
9. ano and embryology, (99), (303). 
Accessory nasal sinuses, see Nasal accessory 
sinuses. 
Accidents, evaluation of ocular damage in, 
(1083) 


Accommodation, divergence stimulated by? 


intensity of light and range of, 307. 


mechanism of, (384). 
paralysis of, (586). 
relation to convergence, 853, 972. 
research in, (578). 
stability of, 1161). 
theory of, ’Pflugk, (183), (980). 
time of, (179 "21088 1085). 
vitreous in, ( 78 8): 
voluntary control of, 1134. 

— ) inhalation, ocular changes from, 


Acetylarsan, optic nerve and, (884). 
Acetylcholine, (1074). 
effect of, on visual field, (200). 
and pressure of retinal vessels, 199). 
Acne, of conjunctiva and cornea, ( 2). 
rosacea, ocular signs in, 859. 
Acrostalagmus, see Fungus. 
Actinomyces, a in lacrimal canali- 
culus from, (1075). 
Adamantinoma, ’ ‘intracranial, 230, (682). 
Adaptation, in arc-lamp workers, (406). 
dark, (385). 
in ‘aphakia, (1174). P 
brightness summation in, 
in concomitant strabismus, (185). 
effect of melanophore hormone on, 
(383). 
light minimum and, (383). 
relation of, to preceding illumination, 
(981). 
and electric sensibility of eye, . 
of eye to nocturnai conditions, (900). 
and lead poisoning, (401). 
light and dark, 563. 
central and peripheral, (1161). 
Adaptometer, (381), (572). 
Adenocarcinoma, of eye, metastatic, 371, 


). 
of meibomian gland, (687). 
Ane? and conjunctival granulomas, 


) 
Adhesive, liquid, for eye dressings, 21. 
Adrenalin injection in venous thrombosis, 


54. 
Aéroionization, (382). 
After images, (182). 
Age and light requirement, (776). 
ocular adnexa in, (496). 
Akinesis, (573). 
Albumin content of aqueous, (80). 
Alcohol, injections, ocular signs after, (180), 
(681), (1170). 
poisoning, amblyopia, 720. 
vasodilator for, (884). 
Allergy, and cataract, (994). 
keratitis bullosa and, (788). 
_ocular disease due to, (691), (695), 1052. 
ocular reactions to, (97 082). 
in parabiotic rabbits, (99 
visual, to light, (1160). 
Amaurotic family idiocy, (85). 
corneal degeneration in, (192). 
Amblyopia, classes for, (695 ). 
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Amblyopia, (Continued). 
classification of, (181). 
ex anopsia, visual trainin in, ua 
posthemorrhagic, (287), (402) 
reader, 769. 
squint, recovery, (299). 
toxic, 558 
from acetone inhalation, (682). 
alcohol-tobacco, 720, (884). 
quinine, (287), 
tobacco nyctalopia (681). 
vascular basis of, (1071). 
and see Abstracts, section eleven. 
American Academy of Ophthalmology and 
Otolaryngology, 1935 meeting, 
American Board of Ophthalmology, 174. 
1935 directory, 567. 
American Journal of Ophthalmology, fiftieth 
anniversary, 
American Medical Association, Section on 
Ophthalmology, 1933 transactions, 72. 
1934 transactions, 567. 
American Ophthalmological Society, 1934 
transactions, 
Analgesics, carotin, (381). 
histidine, (381). 
Anarga ophthalmic blood barriers in, 


passive, of cornea, (991). 
Anatomy and embryology, (99), (303). 
Anemia, pernicious, eye conditions in, (396), 


Anesthesia, local, (180), (301), (975). 
barbituric acid compounds in, 64. 
beginning of, (498). 
in enucleation, 58. 
in lacrimal-sac extirpation, 58. 

surface, (573). 
associated pupillo-motor effect 
or, 
comparisons of, 166, (573). 
pantocaine, (977). 
corneal ulcer from, (786). 
harmful effects of? (1158). 
percaine, (97 8). 
sodium evipan, (382). 
Aneurysm, arteriovenous, of cerebral ar- 
teries, (780). 
of internal carotid, (288), (491), (601). 
Angioid streaks in retina, of ene? (197). 
and osteitis deformans, (1172). 
with elasticum, (85), 205 
369, (399), 560, (1080). 
and senile macular exudative retinitis, 


879 
lids, (296), (600), (689). 
of retina, (198), (1067), 


Angioneuroma, orbital, (688). 

Angioscotometry, (773 

Animals, pupillar in, (790). 
refraction i in, (77 

Aniridia, see Iris. 

Aniseikonia, 607, 715, 1014. 

Anisocoria, with abdominal lesions, (792). 
and movements of fixation, (178). 

in otitis media, (82 

Anisometropia, fundamentals of, (578). 

optical basis of, (1161). 
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Ankyloblepharon, 1055. 
Ankylostomiasis, ocular lesions from, (897). 
Anomalies, of body and ectopia lentis, (878). 
bulboconjunctival recess, (403). 
of ciliary body and cataract, 15. 
congenital, (993), (1074), (1075). 
of eye, (993). 
structural, (886). 
Anomaloscope, Nagel’s, (1160). 
Halbertsma-Gualdi, (491). 
of iris, (793). 
of lacrimal canaliculus, (291). 
of lids, ee cornea, (1178). 
motor, (579), (981). 
Anophthalmos, 561, (601), (1074). 
experimental, 7, 
in pigs, vitamin A and, 1087. 
unilateral, with cyst, (1172). 
Anterior chamber, blood injection into, 
(395), (395). 
cholesterin crystals in, (396). 
cyst in, (193), (793), (874), (1078). 
“oe of, preliminary to surgery, 461, 660, 


relative to age and refraction, on. 
drainage of, in inflammations, (58 
eyelash in, (491), (894), (895). 
filaria in, (300). 
free pigment bodies in, (791). 
penetration of drugs into, (180). 
photograph of of, 524. 
steatosis of, (478). 
Anterior segment, changes in, from retinal 
vein, (881). 
erysipelas of, (496). 
inflammations of, (587). 
tuberculous lesions of, (874). 
Anthrax edema, malignant, ia 757. 
“AO” for tuberculosis, (774 
Aphakia, biomicroscopy of . in, (672). 
congenital, 856. 
correction of, (182). 
dark adaptation in, ar 
retinal detachment i in, (595). 
Aqueous humor, albumin in, (80), (394). 
ascorbic acid in, ( 
index of refraction, (80), (483). 
Kahn reaction in, ). 
metabolism, (587 ). 
respiratory function of, (395). 
sodium content, 706 
vitamin C in, (99), "(591), (1174). 
lens respiration and, (674). 
and see Abstracts, section seven. 
Arachnodactyly, (995), : 
Arachnoiditis, (86). 
Arecholin, (794). 
Argyll Robertson pupil, see Pupil. 
Arsenobenzol way late effects, (574). 


. Art and the eye, (900). 


Arterial spasm in ocular pathology, (692). 
a ophthalmoscopic picture in, 
Ascorbic acid, in lens and aqueous, (99). 
in retina, (11 5). 

Asphyxia, ocular changes in, (692). 
Association for Research in Ophthalmology, 

papers read before, 903, 914, 1003, 1014, 
1021, 1087, 1094, 1109. 
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Astigmatism, 
lenticular, (183). 
simple, (776). 

Atropin, histologic study, (574). 
irritation, (574). 


Autohemotherapy, (393), (395), (395), (874), 


(1167). 
Automobile drivers, vision of, (303). 
accidents and, (302). 
Aviators, heterophoria, (900). 
vision of, (900). 
Avitaminosis, see Vitamins. 
Axial length ‘of eye, (572). 


Bacillus, of Calmette and Guérin, (280). 
colon, in ocular pathology, (1080). 
pseudotuberculosis rodentium, 
187). 


proteus vulgaris, (583). 
pyocyaneus, in corneal ulcer, (78). 
infection of eye, 950. 
subtilis, ocular pathology, (693). 
tubercle, (277), (496), (791). 
xerosis, in chronic dacryocystitis, (293). 
Bacteria on conjunctiva, 1114. 


Bacterium, corynebacterium from conjunc- . 


tiva, (582). 
monocytogenes, infection from, 535. 
Bailliart’s sign, (84 5). 
Ballistometer, Weve’s, (974). 
Baltimore City Medical Society, Section of 
Ophthalmology, 661, 1148. 
Baluchistan, trachoma in, = 
Barbituric- acid compounds, 
Barkan, Adolph, 1156. 
Basedow’s disease, see Thyroid disease. 
Beal’s conjunctivitis, see Conjunctivitis. 
Bee-sting poison for trachoma, (782). 
Belgian Ophthalmological Society, 1934 
transactions, 476. 
Bengal, epidemic keratitis in, (990), (1168). 
Benson’s disease, (1070). 
Benzyl cinnamic acid ester for trachoma, 
(478), (479). 
Beri-beri, experimental, (694). 
Berlin’s edema, (487). 
Bielschowsky’s prism test, (388). 
Biochemistry of the eye (book), 566. 
Biomicroscopy, of anterior-chamber steato- 
sis, (478). 
of anterior segment in tuberculosis, (1157). 
of conjunctiva, (189), (478). 
steatosis, (478). 
of cornea, (1158). 
steatosis, (478). 
of eye, diabetic, (497). 
focal and transillumination in, (178). 
leprous, (1080). 
of limbus, (187). 
of ocular tumors, (688). 
of trachomatous pannus, (192). 
of vitreous, in aphakia, (672). 
Biophotomicrography, (877), (1158). 
Birch-Hirschfeld chart, (974). 
Birds, pecten in eyes of, (592). 
Blastomycosis of conjunctiva, (1166). 
Blennorrhea, inclusion, 36, (278), (785), 965. 
inoculation of, in trachoma, (582). . 
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Blepharitis, aéroionization for, (382). 

ulcerative, syphilitic, (1075). 

vaccine for, (405). 
vioform for, (404). 

X-ray treatment of, (88), (405), (888). 
Blepharochalasis, 238, (601), 832, (889). 
Blepharoconjunctivitis, allergic, (691). 
Blepharophimosis, inheritance of, (292). 
Blepharoplastic operations, see Lids. 
Blepharoptosis, see Lids. 

Blepharostat, (491). 
Blind, the, (696). 

facial vision of, (1084). 

industrial employment of, (301). 

occupational efficiency of, (900). 

operating stands for, (301). 

prevocational yr in classes for, (301). 

sculpture for, (302 

talking book for, 269. 

vocational reconstruction of, (1083). 

work for, in England, ). 

Blind man’s kennels, (301). 
Blindness, bilateral, from tumor, (287). 
classification of causes, ( 

color, see Color blindness. 

from electric dazzling? (493). 

hysterical, (682). 

nystagmus and, (572). 

in India, (891). 

myelitis with, (489). 

in onchocerciasis, 862. 

prevention of, 656, 766. 

International Society for, 501. 
National Society for, 

prophylaxis against, (1085). 

relation of trachoma to, (301). 

unilateral, photophobia in, (81). - 
Blind spot in diagnosis of papilledema, (682). 
Blood, autogenous, instillations of, (395). 

and see Autohemotherapy. 

convalescent, for herpes zoster, 1149. 

fat, in lipemia retinalis, 760. 

imbibition of cornea, (279). 

physico-chemical constants of, and cata- 

ract, (1174). 

serum, sodium content of, 706. 

in trachoma, (188). 

transfusion for posthemorrhagic amauro- 

sis, (287), ps 

vitamin C in, (591). 

Blood-aqueous harrier, (1171). 
Blood vessels, cerebral, tuberculosis of, (85). 

in iris, (394). 
and optic nerve disease, 

11706 

in pulsating 

relation of glaucoma to, , (671). 
Bone formation in eye, chs). 409, (585). 
Bone. Raid blue sclerotics and, 259, 


Books 
ay S. A. General ophthalmology, 
1 


American Board of Ophthalmology, 1935 
directory, 567. 
American Medical Association, Section on. 
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Ophthalmology, 1933 transactions, 
72; 1934 transactions, 567. 
American Ophthalmological Society, 1934 
. transactions, 669. 
Bulletin de la Société Belge d’Ophtalmolo- 
gie, number 69, 476. 
Bulletin et Mémoires de la Société Fran- 
caise d’Ophtalmologie, 1934, 377 
Cabot, Hugh. The doctor’s bill, 969. 
Clapp, Clyde A. Cataract, its etiology and 
treatment, 72. 
Camere the sight of school children, 


Dobson, M. The amblyopic reader, 769. 

Duke- Elder, Sir Stewart. Practice of re- 
fraction, 

Giza Memorial Laboratory, 
1933 report, 47 

Gonin, J. Le décollement de la rétine, 
pathogénie—traitement (Detachment 
of the pathogenesis—treat- 
ment), 27 

histology of the optic nerve, 

Harman, N. Bishop. Aids to ophthalmol- 


ogy, 1063. 
Krause, A. C. The biochemistry of the 


eye, 566. 

_ Lundberg, Ake. Ueber die primaren Tu- 
moren des Sehnerven tnd der Sehner- 
venkreuzung (Primary tumors of the 
optic nerve and chiasma), 869. 

Meller, J. Ueber die bazillare Aetiologie 
verschiedener Augenkrankheiten (Con- 
cerning the age etiology of va- 
rious eye diseases), 668. 

Muskens, L. J. J. The supravestibular sys- 
tem in animals and men, 3 

Nordenson, J. W. Methods of photography 
of the ocular fundus, 271. 

Obrig, T. Modern ophthalmic lenses and 

optical glass, 769 

Ophthalmological Society of Egypt, Ses- 
sion 31, 1934, Bulletin, 768. 

Partially si ng "children, 474. 

Peters, A. s Trachom, "669. 

Physical The pathway to correc- 
tion, 171. 

Saint- Martin, Robert de. L’extraction cap- 
sulo-lenticulaire de la cataracte (Cap- 
sulo-lenticular extraction of cataract), 


Velhagen, K., Jr. Handbuch der _ bio- 
logischen Arbeitsmethoden (Hand- 
book of biologic technique), 271. 

Methods for examination of the vegeta- 
tive 4 of the eye, etc., 271. 

Werdenberg, E. Beurteilung und Behand- 
lung er ‘Augentuber ulose (Judg- 
therapy of ocular tubercu- 
osis), 769. 

Williams, Froncis H. Radium treatment 
of skin diseases, new growths, dis- 
eases of the eyes, and tonsils, 1063. 

Botryomycosis, (88). 
Brain, abscess, 1056. 


concussion of, fusion after, (885). 
development and refraction, (385). 
hemorrhage from tubercular blood vessels, 


). 
lesions, fixed pupillary mydriasis in diag- 
nosis of, (73 
tuberous sclerosis, (91). 
tumors, adamantinoma, ocular signs, 230. 
exophthalmos — (999). 
frontal lobe, (598). 
inhibition of nystagmus and, (387). 
left occipital lobe, na signs, (1177). 
leptomeninges, (10 
ocular symptoms <= (402), (599), 


(998). 
parasellar, 163, (599). 
sellar, fields after X- -ray therapy, (886). 
sphenoid ridge, (599). 
and see Hypophysis. 
Breast cancer, metastases into eye, (89), 
(90), (892), (894), (895). 


Brien summation in dark adaptation, 


Brilliant green, (775). 

British Colonial Empire, trachoma in, (301). 
Brooklyn Ophthalmological Society, 163. 
Brooks’s hemoprotein, 363. 

Brucellosis, ocular complications i in, (898). 
Budd’s disease, (881). 

— solutions and ophthalmic drugs, 


Bulboconjunctival recess, (403), (478). 
Buphthalmos, in identical twins, (588). 


Cajal, biographical notes on, (696). 

optic-chiasm theory of, (599) 
Calcium, chloride therapy, ¢1079). 

deposits in conjunctiva, 860. 

and parathyroid for myopia, (778). 

with tuberculin for trachoma, ( 
Calmette and Guérin bacillus, (280). 
Camera, miniature, 353. 
Canaliculi, see Lacrimal canaliculi. 
Canthal ligament, external, 437. 
Capillarity in drainage of tears, 69. 
Capillaroscopy of limbus, (3 00). 
Carbinoylcholin, (794). 
Carbon-monoxide poisoning, (885 >. 
carc(gon) of choroid, metastatic, (89), (90), 

of conjunctiva, (1076). 

with cyst of orbit, 532, (687). 

of lacrimal sac, (293). 

of meibomian gland, 166, 552. 

of optic nerve, metastatic, (90), (893). 

of retina, metastatic, (200). 

therapy, electric knife, (773). 
Carotid, aneurysm, ( 

internal, ocular syndrome from, (1072). 
Carotin, (381), (978). 

effect’ of, on chemical processes, (888). . 
Case histories, medical, 665. 
Castillani, bronchospirochete of, (984). 
Cataract, after, (877). 

butterfly-egg, (83). 
removal, 556. 
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Cataract, 

allergy and, (994). 

anterior polar, (84). 

biophotomicrography of, (877), (1158). 

black, (592). 

calcification of, (797). 

capsular glaucoma from, 31. 
superficial, (672). 

chemistry of, (195). 
cholesterol content, (675). 
vitamin C in, (11 74). 

among Chinese, (398). 

congenital, 158. 
anomaly of “t106s). body and, 15. 

copper, (691). 

diabetic, (591). 
and insulin therapy, (590). 

dinitrophenol, 752, ( 95), (1078). 

electric, (995). 

etiology, 72, (674), (1175). 
bacteriologic, ). 
parathyroid, (283). 

experieeey naphthalin, Ehrlich line in, 


treatment with vitamin C, (675). 
extraction, (196), (485). 
after antiglaucomatous 


(672). 
bilateral, (672). 
capsule forceps for, (590). 
capsulectomy and capsulotomy, (795). 
comparison of methods, 64, (398), 558, 
835, (876). 
complications i in and after, chromatopsia, 


fistulization, 


hyaloid-membrane morphology, (592). 
infection, late, (283). a 
iridocyclitis, 
keratitis, (485) 
vitreous "prolapse, (283). 

conjunctival flap, (397). 

ee’ he anterior chamber for, 461, 


in glaucoma, (484). 
in indocile and decrepit, (674). 
instruments for, electrodiaphake, (84). 
forceps, (83). 
keratome, twin, (83). 
knife, curved, (1066), 1148. 
intracapsular, (83), (796), (1065), 1154. 
Barraquer (phacoerisis), (196), 556, 
(1065), (1066). 
Denig, (795). 
electrodiaphakia, (397), 739. 
Knapp, (995) 
Smith, in (878). 
Verhoeff, 558. 
postoperative tension, (84). 
postoperative treatment, (83). 
of senile cataract, (485), (485). 
of soft cataract, discission, 558. 
suction, (283). 
sutures for lid control, 33. 
clamp for holding, 957. 
familial occurrence and_ poikilodermia, 


(878), (1174). 
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germ plasm and cures for, 471. 

glassworkers’, (590). 

glaucoma | and, 31, (996). 

glycemia in, 7 

incidence, in family, (674), (675). 

after iridectomy, (282). 

juvenile, (1174 
cholesterin crystals in, (283). 
parathyroid in, (7 

myotonia atrophica with (1066). 

pathogenesis, (485), (877). 

pathology of, Pe Ty (195), (195), (196). 

radiation, (94 

after retinal- detachment operations, (197). 

senile, (84), (485), (994). 
biomicrophotograph (877). 
~~ constants of blood in, 


Soemmering’s-ring dislocation, (877). 
subcapsular, (398). 
sunflower, (493). 
Szily’s ring, 
traumatic, (92), (878). 
stationary, 1149, 
treatment, 72. 
medical, (994). 
ultrared, (675). 
vitamin C and, (878). 
content of, (673). 
and see Lens. 
Caterpillars, ocular lesions from, (298). 
Cavernous sinus, see Nasal accessory 
sinuses. 
Celiac disease and ocular yO (76). 
Celloidin sectioning, (380), 
Cerebrospinal fluid in toxic ambly ia, 720. 
vat) sympathectomy, (598), 09), (880), 


Cervical sympathetic, compression of, and 
exophthalmos, 
Chalazion, clamp for removal of, (292). 
etiology, (292), 424. 
refractive changes in , (89). 
Chalcosis, 348, (493), (498), (691), 1045. 
Chancre of eyelid, (1075). 
Chauffeurs, nyctalopia in (681). 
Chaulmoogra oil for trachoma, (479), (986). 
Chemicophysical characteristics of ocular 
fluids, (77). 
Chemistry, biologic, of eye, 566. 
effect of carotin on, (978). 
of lens, (99), 196), (674). 
of vitreous, 1068) 
Chiasm, see Hypophysis. 
Chicago Ophthalmological Society, 61, 165, 
466, 654, 857, 863, 962. 
Chickenpox, papilledema and, (885). 
Chickens, inoculation of, with trachomatous 
material, (1165). 
Children, dacryostenosis i in, 655, 1116. 
partially sighted, 474. 
school, eye test for, (772). 
vision of, 473, 475. 
defective, vocational guidance for, 


). 
spasmus nutans in, (580). 
strabismus in, 
traumatisms in, (1078). 
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Chinese, cataract among, (397). 
corneal affections among, (278), (279), 


development of upper eyelid in, (1075). 
ocular tumors among, (403). 
Chloramin, for corneal ulcer, (391). 
Chloroma, "of orbit, (891) 
X-ray therapy ‘for, (999). 
Cholesterin, (81). 
in juvenile cataract, (283). 
in anterior chamber, (396). 
Choline, effect of, on iris muscle, (588), 


(794). 


naan changes from Berlin’s edema, 


Chorioretinitis, adhesive, from diathermoco- 
agulation, (198). 
Choroid, abscess of, (81). 
Soemation in, (395), 409, (585), (791), 


choroideremia, (80). 
coloboma of, 561. 
diseases of, (678). 
injuries, see Injuries. 
lesions of, and pigment stripes, (393). 
instrument to localize, 860 
lipids of, (289). 
‘sclerosis of, 562, 659. 
diffuse, (586). 
tubercle of, (483). 
tuberculoma of, (791). 
tuberculosis of, (678). 
tumors, see Tumors. 
Choroidal artery, syndrome of, (683). 
Choroideremia, (80). 
Choroiditis, disseminated, (82). 
experimental, (284), (593). 
in lupus erythematodes, (792). 
syphilitic, (483). 
tuberculous, (874). 
and see Retinochoroiditis. 
Chromatopsia, (397). 
Chronaxie and the eye, (773). 
ies Republic, antitrachoma campaign 
in 
Cilia, see 
Ciliary body, anomaly of, 15. 
effect of cyclodialysis on, (397). 
reaction of, to surface diathermocoagula- 
tion, (882). 
tumors, see Tumors. 
Ciliary processes on iris, 6. 
Cinch shortening, see Muscles. 
Cinematography, of (572). 
fusion training with, 1 
of operations, (696), 961. 
Clamp for removal of chalazia, (292). 
for holding lid sutures, 957. 
Clinics, eye, of Tiibingen, 
mentosa in, (1068). 
of (1009) diathermy treatment in, 


in Vienna, (696). 
Cloquet’s canal, hemorrhage i in, (593). 
Coats’s exudative retinitis, see Retinitis. 
Cod-liver-oil injections in eye disease, (785). 
College of Physicians of Philadelphia, Sec- 


retinitis pig- 


tion on Ophthalmology, 755, 861, 959, 
1054, 1055. 
Coloboma, of iris and choroid, 561, (993). 
irregular, (490). 
of macula, (488), (798). 
of optic nerve and retina, 260. 
Colon bacillus, see Bacillus. 
Color asthenopia, (576), (779). 
Color blindness, (384). 
congenital blue anomalous trichromasia, 


(577). 
heredity in, (385). 
tests of, (578). 
signal light, (385). 
sue (1160) Ishihara, (577), (778), 
) 
Color fusion, in color-weak patients, 757. 
Color mixtures, (777). 
Color perception, see Perception. 
and see Vision. 
Color phenomena, subjective, (575). 
Color photography, see Photography. 
Color vision, see Vision. 
and see Perception. 
Colorado ee Society, 362, 
Commotio cerebri, ocular syndrome after, 
(798). 
Compensation, for ocular injuries, 869. 
traumatic and, 1030. 
Conformer, silver, 105 
Conjunctiva (76), (186), (7): (388), (477), 
(582), (782), (984), (11 
anatomy of, comparative, 
argyrosis of, (782). 
bacterial flora of, 1114. 
corynebacterium, 
biomicroscopy of, (1 30). (478). 
blastomycosis of, (1166). 
calcium deposits in, 860. 
cavernous hemangioma of, (389). 
cul-de-sac, restoration of, ( 
cultivation of fungus from, £570). 
cytology, in trachoma, (1165 ). 
dissociative influence of, on streptococci, 
1140. 
erysipelas of, (77). 
folliculosis of, (186), (785). 
granulomas of, (390). 
gumma of, ). 
hyperplastic, from faulty refraction, (786). 
reticulum in, 724. 
infection with tubercle bacilli, (277). 
inflamed, pneumococcus group from, 1021. 
influence on growth, etc., of eye, (182). 
irrigator for, (977). 
lattice fibers in, (390). 
lesions of, in leukemia, (188). 
and hydrogen-ion concentration of 
tears, (685). 
lymphadenosis of, (478). 
lymphangiectasia hemorrhagica, (783). 
in lymphogranulomatosis, (1164). 
lymphoid hypertrophy of, (583). 
lymphoma, bilateral, (783). 
malformation of, (1178). 
nevus of, histogenesis, (583). 
papulonecrotic acne of, (582). 


a 
| 
| 
x 
| 
4 
¥ 
i 
q 
j 
| 
j 
i 
1g 
i 
| 
j 


Conjunctiva, (Continued). 
pemphigus of, (77), 363. 
pigmentation ‘of, injury, (406). 
schistosomiasis "of, (1166). 
secretions of, (77). 
shrinking of, (497), (985). 
steatosis of, (478). 
ar disease of, (189), (277), (1163), 
(1165). 
tarsal epithelium in trachoma, 47. 
temperature changes in, 331. 
trachomatous, see Trachoma. 
tuberculosis of, (279), (478). 
benign, (782). 
bulbar, (1164). 
with erythema nodosum, (478). 
follicular, (278). 
tumors of, see Tumors. 
ulcer of, with polyadenitis, (785). 
xerosis ‘of, (76). 
Conjunctival flap, (484), (1169). 
Conjunctival sac, asepsis of, (783), (977). 
restoration of, (403), (887), (887). 
Conjunctivitis, 965. 
acute, (976). 
catarrhal, in Egypt, (987). 
due to meningococcus, (1164). 
allergic, (784), (986). 
aphthous, (986). 
at high altitudes, (187). 
from Bacillus proteus alos, (583). 
calcifying- petrifying, (76). 
chemical, 1052. 
chronic, ‘unilateral hypertrophic, (783). 
diagnosis of, etiologic, (583). 
diphtheritic, (389), (986). 
endonasal treatment for, (388). 
experimental, from Bacterium monocyto- 
genes, 535. 
follicular, acute, (988). 
cytology of, (388), (1165). 
gonorrheal, (582). 
chronic, unilateral, (1166). 
endogenous, (583). 
and see Ophthalmia. 
herpetic, in newborn, (787). 
inclusion-body, see Blennorrhea. 
Koch-Weeks, (783). 
membranous, (279). 
monocular, epidemic, (985). 
Parinaud’s, (187), (187), (278), 959. 
and tuberculosis of conjunctiva, (393). 
with parotitis, (583). 
plasmocellular, (984). 
pneumococcic, (984). 
simulating orbital abscess, 1054. 
pseudomembranous, nondiphtheritic, with 
eruption, (782). 
streptococcal, 1094. 
swimming-pool, in Samarkand, (1164). 
in textile workers, (498). 
tuberculous, (393). 
ultraviolet rays for, (187). 
vernal, (786), (984), (1166). 
endocrine imbalance in, (189). 
trachoma and, (77). 
Connesoye tissue, silver impregnation of, 
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Contact glasses, see Spectacle lenses. 
Conus, nasal fundus ectasia in, (289). 
Convergence, and accommodation, 853, 972. 
reflex, (772). 
fatigue and light intensity, 319. 
and fusion, measurements in, (387). 
spasm of,’ 759. 
Copper, absorption of, 348. 
ionization, for chronic lacrimal-duct steno- 
sis, 
Corelysis, see Iridodialysis. 
Cornea and sclera, (78), (189), (279), (391), 
(480), (584), (786), (872), (988), (1167). 
Cornea, abscess, annular, (78). 
absorption through, osmotic pressure and, 


acute inflammations of, (976). 
anaphylaxis of, (191), (991). 
arcus juvenilis of, (481). 
biomicroscopy of, (1158). 
blood imbibition of, (279). 
of cadaver, for transplantation, (78). 
calcification, see Keratitis. 
conical, see Keratoconus. 
corpuscles, in hypersensitiveness, 644. 
cultivation of fungus from, (570). 
degeneration, (480). 
in amaurotic family idiocy, (192). 
bilateral, (280). 
calcareous, (991). 
cystic, (1168). 
familial, (480), (481). 
fatty, (584), (990). 
lattice- shaped, (1168). 
marginal, (5 84). 
one of, suction cup for treatment of, 


dystrophy, 259. 
nodular, (989). 
ectasia, marginal, (79%). 
epithelium, damage from _ pantocaine, 
see Injuries. 
fistula of, (391). 
grafts, see transplantation. 
guttata, (480). 
bandlike keratitis and, (482). 
hemorrhage, in sclerokeratitis, (787). 
herpes of, (1168). 
injuries, see Injuries. 
innervation of, human, (789). 
involved in tuberculous iridocyclitis, (79). 
Kayser-Fleischer ring of, 
keratitis, see Keratitis. 
keratoconus, see Keratoconus. 
keratoplasty, see Keratoplasty. 
autolysis of substantia propria, 


lesions of, and pH of tears, (G85), 
effect of sexual hormones on, (789). 
from neurolapin, (1169) 
radium for, 1148 
leucoma, adherent, (280). 
lipids of. (289 
malformation of, (1178). 
megalocornea, see Megalocornea. 
nerves of, (190). 
opacity, ribbon, (189). 


xxiii 
59, 
ia, 
), 
’ 
- 
~ 
i 


xxiv SUBJECT INDEX 


Cornea, 
opacity, (Continued), 
treatment, (280), (992). 
optical properties of, 
pannus, from Bact. monocytogenes, 535. 
for (390), (392), 


surgery for, (991). 
and see Trachoma. 
papulonecrotic acne of, (582). 
and histochemical reaction, 


disease, see Keratitis. 
pitting of, (784). 
repair, trephones in, (80). 
replantation, see transplantation. 
reticulo-endothelial system and, Britis 
st in, instrument for curetting, (1079) 
sensibility of, in (7 7905. 
in industry, (896). 
in keratitis, (872). 
in malaria, (191). 
after trigeminus lesion, (1170). 
shape of, (190). 
staphyloma of, 
steatosis of, (478 
tattooing, (391) (1170). 
_ thickness of, (79) 
trachoma of, see Trachoma. 
transplantation, (787). 
experimental, 
human, . 393), 659, (872), (873), 


in Odessa Medical Institute, 


3). 
knife = (1169). 
partial, (391), (790). 
technique, (1168). 
and see Keratoplasty. 
tuberculosis of, (1167). 
tumors, see Tumors. 
ulcers, from Bacillus pyocyaneous, (78). 
blastomycotic, (790) 
eserine for, (391). 
etiology of, (1170). 
and iris prolapse, (280). 
from pantocaine, (786). 
paralytic la ophthalmos and, (1170). 
rodent, 64, (78), (392), (790), (1076). 
(392), (3925. (392), (393), 


(279). 
torpid, 
treatment, 78). 
chloramine, (391). 
diathermy, (989). 
fever therapy, (775). 
galvanopuncture, (989). 
horse serum, (280). 
peridectomy, (481). 
radium, 1148. 
trephining, (393). 
and see Keratitis. 
Correspondence, 174, 274, 378, 476, 568, 771, 
870, 972. 


from human conjunctiva, 


Cosmetics, (691), 616, 1052, 
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Cross cylinder, see Refraction 

Crouzon’s disease, (887), (1071), (1072). 
embryology of, 1058 

ey for ‘retinal detachment, (593), 


lens, (83), (195), (283), 
1) (590), (672), (795), (876), (994 


Crystals, aakee. (81), 1054, (1065). 
Curran’s peripheral iridotomy, see Glaucoma. 
Cyanide of mercury for pannus, (482) 
Cyclodialysis, see Glaucoma. 
Cycloduction, (1163). 
Cyst, anophthalmos with, (1178). 
in anterior (1 193). 
free, (793), (87 
arachnoid, (1072). 
echinococcic, see Cysticercus. 
of iris, (483), (491). 
epithelial, (874). 
pigmented, (282). 
experimental, (483). 
healed with (793). 
spontaneous, (396), (586). 
of lacrimal canaliculi, (293), (685). 
of lid, 458, (890). 
of orbit, congenital, 257. 
dermoid, (90), 
echinococcus, (1073). 
hemorrhagic, 
oil, with carcinomatosis, 532, (687). 
and see Cysticercus. 
pterygium, 658. 
in retina, (883), 1150. 
of sclera, 559. 
acquired, (78). 
Cysticercus, eon (496). 
intraocular, (1081). 
Kronlein operation for removal, (1080). 
in Rumania, (898). 
subconjunctival, (97), (299), (695). 
subretinal, (497). 
Cystoid bodies, (974). 
Cystotome, (195). 
Czeny, exudative diathesis of, (1080). 


Dacryoadenitis, acute, 19. 
in hyperthyroidism, (1000). 
and PS in pernicious anemia, 
(396), (40 
Dacryocystitis, Ae in, (889). 
pathology, (889) 
permeability of lacrimal passages in, (685). 
xerosis bacillus in, (293). 
Dacryocystorhinostomy, (889) (891). 
Dacryostenosis, in children, 655, 1116. 
Dalrymple’s sign, (403). 
Dark adaptation, see Adaptation. 
Daylight, see Light. 
Deaths (see also Obituaries). 
Allport, Frank, 902. 
Baldwin, Kate W lie, 407. 
Barkan, Adolph, 1086. 
Beard, Harold Jolly, 407. 
Burnham, George Herbert, 697.. 
Dillon, Ifa 305. 
French, J. H., 202. 
Giordano, Anthony J., 407. 
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Deaths, (Continued). 
Gonin, Jules, 800. 
Hansell, Howard F., 101. 
Healey, John Francis, = 
Holdsworth, Frank J., 
Hussey, Edward John, Ove 
Jarrett, Millard Fillmore, 305. 
Kechich, Thomas Donald, 305. 


Kneedler, George Clyde, 101. 


Lewis, William Walter, 1086. 
Macleman, Duncan Neil, 202. 
Maire, Lewis E., 407. 
Maise, Allyn Bernard, 305. 
McKee, George Joseph, 1086. 
Morax, Victor, 1086. 
Neighbors, Clarence Anson, 202. 
Oesterling, Henry Edwards, 800. 
Offutt, William Nelson, 697. 
Pilcher, Lewis Stephen, 202. 
Ray, Victor, 101. 
Rush, Calvin C., 1001. 
Stockler, Joseph Anthony, 1178. 
Terson, Albert, 1086. 
Thompson, Leroy, 101. 
Weymann, Morie Frederick, 202. 
Wilder, William H., 1001. 
Wolfner, Henry Lincoln, 1001. 
Wright, Westley, 902 
Young, Henry Byrd, 202. 
Delirium tremens, visual —— of, 67. 
forceps for, (583 ‘ 
trachoma (390). 
Dental infection, see Infection. 
Depth perception, see Perception. 
Dermatitis, herpetiformis, conjunctival 
shrinkage from, (497) 
palpebral, 616. 
from 494, 
Dermitrine, (977). 
Descemet’s membrane, injuries of, (381). 
rupture of, 367. 
Detachment, of choroid, see Choroid. 
of retina, see Retinal detachment. 
Diabetes, cataract, (590), (591). 
and insulin therapy, (590). 
changes in refraction, (576). 
ocular complications of, 60, 432, (678), 
(896), (1079). 
primary optic a in juvenile, 856. 
retinitis, (679), 
Diagnosis, (178), (379), 
(570), (772), (973), (1157 
Diaphanoscopy, iris (587). 
Diathermy, apparatus, (773). 
electrode, 
(1070). 
medical, (199), (381). 
in glaucoma, (396). (875). 
for iritis, (192), (3 a 
in ophthalmology, (575). 
pyrometric, (284). 
surgical, (199), (989), 1058. 
with radium for tumors, (90). 
needle, (879), 956. 
dangers of, (774). 
for trachoma, (1164). 
unit, (85). 
and see Retinal detachment. 
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Diet in ophthalmic practice, (898), (1159). 
Dimmer’s nummular keratitis, see Keratitis. 
Dinitrophenol cataract, 752, (995), (1078). 
Dionin, for corneal opacity, (989). 
Diphtheria, pseudotabes following, (201). 
Diplopia, monocular, 371. 
Disinfectants for conjunctival sac, (783). 
Divergence, 419, (982 
and accommodation, 851. 
excess, (184 
paralysis of, 1055. 
or convergence spasm, 759. 
due to head injury, (781). 
Doctor’s bill, 969. 
Dropsy, epidemic, glaucoma com. (876). 
Drugs, buffer solutions and, (774). 
penetration of, to anterior ‘chamber, (180). 
Drusen, (1071). 
Duane’s syndrome, 58. 
bilateral, 861, (1162). 
Duction, foveal projection during, (184). 
Dystrophy, apical, of hands and feet, (488). 
of cornea, 259. 
nodular, (989). 
myotonica, (1171). 


Ear, disease, reflex eye syne in, (898). 
in miner’s nystagmus, (386), (386). 
Echinococcus, central, 
cyst of orbit, (1073). 
Eclampeie, retinal pigment epithelium in, 


visual disturbance in, (497). 
—— of nasal fundus in superior conus, 


( 
peripapillary, (88). 
Ectropion, see Lids. 
Editorials 
of stereoscopic illustrations, 


Atlas fundus oculi, 68. 

Capillarity as a factor in drainage of the 
tears, 69. 

Cincinnati meeting, 968. 

Combined operations for glaucoma, 764. 

Compensation for eye injuries, 869. 

Cryocautery for retinal detachment, 663. 

Etiology of trachoma, 868. 

Factors in the production of squint, 267. 

Fiftieth anniversary, 70. 

The fogging method, 1059. 

Germ plasm and cures for cataract, 472. 

Intermediate eve service, 168 

Jules Gonin, 767. 

Lens segments for divers purposes, 565. 

Light and dark adaptation, 563 

Light for ocular health and tak 374. 

Lindner on retinal separation, 

Medical case histories, 665. 

Medical meetings, 

Medicine and the forms of government, 265. 

Mikulicz’s disease and uveo-parotitis, 469. 

Ophthalmic vitamin, 967. 

Optimum illumination, 1062. 

Partially sighted eyes, 1152. 

Percutaneous tuberculin, 

Physicians and the Optical Retail Code, 


376. 
Prenatal ophthalmic care, 269. 
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Editorials, (Continued). 
Prevention of blindness, 766. 
Red-free ophthalmoscopy, 171. 
Short intensive specialty courses, 375. 
Sight of school children, 473 
Sight testing, 1061. 
The spectrum, 472. 
Strabismus and refraction, 372. 
Surgery and the vitreous, 
The talking book for the 'plind, 269. 
The visual hallucinations of delirium tre- 
mens, 67. 
What is glaucoma? 70. 
Education, medical, (900). 
Egg membrane for corneal fistula, (391). 
Egypt, conjunctivitis in, (98 
Gi iza Memorial Laboratory, 
1933 report, 475, 768, (108 
ocular leprosy in, ( 
ocular pathology in, ( 1085 » 
Society of, 1934 bulletin, 


trachoma endemic in, 952. 
Ehrlich fluorescein experiment, (675). 
Electric injuries, see Injuries. 
Electrocoagulation, for iris cyst, (793). 
Electrodiaphake, (84), 
Electrolysis, Sg? (401), (401). 
Electromagnet, (894) 
Elliot trephining, io ( ne (484), (794). 
for keratoconus, ( 
late infection after, ( 34). 
Embolism, of central retinal artery, (594). 
of ophthalmic artery, Sylvian syndrome 
ue to, (402). 
palmonary, after ophthalmic operations, 


reflex spasm simulating, 359, 568. 
of retinal arteries after bone rig? Sy 453. 
Encephalitis, acute disseminated, (48 
Endocrines, hypophyseal tumors and, 986), 
imbalance, and vernal conjunctivitis, (189). 
and ocular affections, (282). 
_ relation to eye, ear, nose, and throat dis- 
ease, (97). 
Endophlebitis obliterans, (1068). 
Endophthalmitis, phacoanaphylactica, ex- 
perimental, (195). (1065). 
Endothelioma, ‘choroidal, (90). 
of orbit, 
England, coming of ophthalmoscope into, 


work for the blind in, (1083). 

Enophthalmos, tarsal insertion of Miiller’s 
muscle in, (87 

traumatic, (600). 
Entoptic phenomena, (579). 

associated with the retina, (778). 
Entropion, see Lids. 
Enucleation, anesthesia for, 58. : 
ee. lipolytic, for ocular tuberculosis, 


Ependymoma, third ventricle, (599). 
Epicanthus, congenital, and ptosis, (292). 
Hess operation, (292). 
Epilepsy, angioid retinal streaks, etc., with, 
(1080) 


and cystic degeneration of retina, (882). 
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due to visual stimulation, 661. 
Epinephrine, effect on normal eye, (571). 
Epinephrine bitartrate, 451. 

Epiphora, corneal sensitivity in, (790). 
Episcleritis, see Sclera. 
Epithelioma, of choroid, 762. 

of conjunctiva, (295). 

epibulbar, 295), (689). 

of iris, ( 

of limbus, (ise, (892). 

Ergograph, clinical ophthalmic, 139, (570). 
Ergot poisoning, ocular pia yr (681). 
Ergotamine, effect of, on eye, (775). 
Erysipelas, of anterior segment, (496). 

of conjunctiva bulbi, (77). 

Erythema nodosum, and tuberculosis of con- 
junctiva, (478). 

Eserine, (794). 

Europe, operative treatment for retinal de- 
tachment in, (1068). 

— chimney swallow, visual acuity of, 


Evolution of visual organ, (777). 
Exophthalmos, (683), (1073). 
etiology, (684), (684), (1000). 
experimental, of, 1123 
for radiography, (93), (95), (493). 
goiter and, (684), (897), (1000). 
lagophthalmos in, = (87). 
postoperative, (96), (290). 
intermittent, (683). 
with optic atrophy, (88 
monocular, 123, (403), 20), (684). 
from brain tumor, ( 
due to compression ee ‘cervical sympa- 
thetic, (999). 
with optic atrophy, 439. 
myelosis with, (684). 
of nasal origin, 762. 
from orbital chloroma, (999). 
and paretic muscles, 503. 
pulsating, (491), (601), 7 
blood pressure in, (1177 
from sphenoidal tumor, 
from surgical diseases, '(1073). 
Exudative diathesis, ocular signs and, (1080). 
Eye, active substances of, (1074). 
anomalies of, (886), (993), (1178). 
art and, (900). 
axial length of, (572). 
biochemistry of, 566. 
changes in asphyxia (692). 
chronaxie and, (773). 
cultures, preoperative, 850. 
cyclopic, as basic impression, (779). 
diabetic, (1079). 
biomicroscopy of, (497). 
disease, acute inflammatory, (975). 
allergic, (97), (69 
arterial spasm = 6 92). 
constitutional factors in, ( 
diagnosis of, (178 
endocrine, (97). 
focal infections and, (98). 
functional, (897). 
hereditary, (100). 
influence a weather and season on, 
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Eye 
(Continued ). 
lysate therapy for, (1158). 
radium treatment for, 1063. 
scrofulous, (785), (1082). 
tubercular etiology of, : 
and vocational aptitude, (901). 
dressings, liquid adhesive for, 21. 
effect a carbon-monoxide poisoning on, 


ergotamin on, (775). 
plasmocide on, (1071). 
trichlorethylen on, (885). 
elective sensitization of, (587). 
excitability of light-adapted, (183). 
fatty degeneration in, (80), (792). 
inflammations of, streptococci in, 805. 
infection, Bacillus pyocyaneus, 950. 
. colon bacillus, (1080). 
injuries, see Injuries. 
leprous affections of, (1080). 
metabolism, (589). 
optical aberrations of, (1160). 
plastic surgery around, 1148. 
photography of, see Photography. 
racial characteristics i in, (192). 
system of, (100), (303). 
senescence of, (695). 
service, intermediate, 168. 
and sports, (692). 
symptoms from ear disease, (898). 
thromboangiitis obliterans in, (880). 
tissues, heating with short waves, (1159). 
mechanical examination of, (773). 
vegetative functions of, examination, 271. 
Eye, ear, nose, and throat, pain syndrome 


and, (98). 
Eyeball and orbit, (87), (288), (403), (490), 
(600), (683), (886), (999), (1073), (1177). 
Eyeball, adiposis of, (193). 
differences between halves of, (304). 
fatty degeneration of, (80), (792). 
fixation of, in operations, (774). 
hyperextensibility of, (384). 
injury, see Injury. 
measurements of, 914. 
displacement, terminology, 
retraction of, (1162). 
shortening, results of, (487). 
vital staining of, (303) 
Eyegrounds, see Fundus. 
ie in anterior chamber, (491), (894), 


ocular lesions from dyeing, 1052. 

Eyelids and lacrimal apparatus, (88), (290), 
CTO7A).. (491), (601), (685), (888), (1000), 

Eyelids, see Lids. 
Eye clinics, see Clinics. 
Eyes, celloidin embedding of, (380), (973). 

malposition of postluetic, (57 ). 

partiall sighted, 1152. 

pecten in birds’, (592). 

prosthesis for unsightly, 555. 

rolling of, in near vision, (576). 


Fatigue, ocular, and light intensity, 319, (498). 
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Fever therapy, 758, (775), (975), (1177). 
Fields, see Visual fields. 
Filaria, in anterior chamber, (300). 

in macula, (896). 
Fish eye, reimplantability, (490). 
Fixation, influence on visual acuity, (181). 
Fluorescein penetration, (574). 
Fluorescence of lens, (1066). 
ies en and diseases of eye, (98), 


and secondary localization, (693). 
teeth, (495), (694), (1081). 
and see Nasal accessory sinuses. 
Fogging, see Refraction. 
Follicle-producing agents, (479). 
Folliculosis, in childhood, (389). 
human, simian, ane trachoma, 10. 
in rabbits, (785 
Forceps, (83). 
capsule, (590). 
for Denig’s operation, (583), (992). 
strabismus, - >. 
Foreign bodies, see Injuries. 
Foveal projection during ductions, (184). 
Frames, see Spectacle lenses. 
F rench ophthalmological society, bulletin, 


Frenkel syndrome, see Syndrome. 
Friedreich’s ataxia and Marie’s disease, 
(1177). 
Fundus, angioid streaks of, see Angioid 
streaks. 
atlas of, 68. 
blood clot in, 165. 
changes, in acute polyarthritis, (974). 
in arteriosclerosis and nypertension, 
(197), (197), (284), 426. 
in diabetes mellitus, 432, (678). 
localization of, (398), (400). 
nephritis, 426. 
cinematography of, (572). 
colorimeter, use of, (179). 
green patches in, (973), (1158). 
hemorrhage, (678). 
lesions, pathology of, (1069). 
in leukemia, (678). 
measurement of, (380). 
micrometry of, (284), (285). 
photography of, 271. 
infrared, (570), (571). 
pigment stripes in, (393). 
Fungus, acrostalagmus, (787). 
aspergillus fumigatus, (190), (788). 
blastomycosis of conjunctiva, (1166). 
Candida albicans, (790). 
from conjunctiva, (570). 
Monilia (790). 
periconia, (481) 
thread mold, (187). 
Fusion, anomalies, 760. 
convergence, (387). 
deficiencies of, 925. 
disturbance of, after brain concussion, 


(885). 
test for, 157, (579). 
training, moving- picture, 1149, 
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Gabés, antitrachoma dispensary at, (302). 

Galvanocauterization for corneal ulcer, (989). 

Gaucher’s disease and ocular motility, (185). 

Genealogic trees, recording, (974). 

General diseases, see Systemic diseases. 

Geniculate bodies, disposition of retinal fibers 
in, (1072). 

projection of visual cortex on, (288). 
retinal areas represented i a (683). 
and retinal quadrants, (87). 

Gigantism, recovery of sight in, (202). 

Giza Memorial Ophthalmic Laboratory, 1933 
report, 475, 768. 

pathologic section of, (1085). 
Glasgow, Eye Infirmary, founder of, (303). 
trachoma in, (901). 

Glasses, see Spectacle lenses. 

Glaucoma and ocular tension, (83), (193), 
(282), (396), (588), (670), (794), 
(875), (993), ). 

Glaucoma, acute, (589), 962 

adolescent, (1173). 
and anesthetics, (194). 
and blood pressure, (671). 
cataract with, 31, (996). 
cataract extraction in, ( 
chronic, (589), 
classification of, (195). 
definition of, 170. 
congestive, (994). 

diathermy in, (396). 
diagnosis of, early, (282). 
from epidemic Wt (876). 
etiology, (795 ). 
glycemia in, 
hemorrhagic, (83). 
hereditary, (876). 
history of, (98), (99). 
and hypacusia, (194). 
with hypothyroidism, (282). 
incidence of, ( 

in Greece and Turkey, (589). 
infantile, hydrocephalus with, (484). 
metabolism in, (484). 
monocular, 657. 
and myopia, (670). 
and nevus flammeus, 709, 963, (994). 

operations, 26, (194), ( 670). 
cataract extraction after, (672). 
combined, 764. 

critique of, 730. 

cyclodialysis, (794). 
Heine’s, effect on ciliary body, (397). 
retinal detachment ae. (396). 
trephining with, (876). 

secpeene anterior chamber before, 461, 


fistulizing, late infection after, (1172). 
Hay’s anterior sclerotomy, (794). 
igneus sclerociliarotomy, (484). 
iridectomy, failure, (589). 
iridencleisis, (83), (875), (1173). 
late infection after, ( 
with reference to iridotasis, 661, (994). 
sclerociliary, 
iridotasis, 661, (99. 
iridotomy, 146, (589), 870. 
sclerectomy, (589). 
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Elliot’s, (484), 1150. 
gonioscopic findings after, 103. 
late infection after, (484). 
results of, (193), (794). 
sclerencleisis, 5). 
thermosclerotomy, (875). 
Zirm’s, (794). 
pathogenesis of, (876). 
pathology of, (193), (671), (795). 
in pregnant woman, (598). 
primary, (83), (283). 
history of treatment of, (83). 
inflammatory? (589). 
syphilis and, 1129. 
values of treatment, (282). 
retinal vascular anomalies with, (798). 
scotoma of, fluctuations, 333. 
secondary, in Budd’s disease, (881). 
simple, (194). 
spontaneous, in a rabbit, 1144. 
tension, (193). 
and cataract extraction, (84). 
chart for registering, (671), 
closure of lids and, (671). 
effect a blocking’ anterior chamber on, 


lacrimal-gland extract on, (194). 
tenotomy of recti muscles on, (397). 
in guanidine tetany, (994). 
hypertension, in glaucoma, (484). 
intraocular, control of, (1173). 
in pregnant _—— (598 ). 
hypotony, (875 
artificial, (1173). 
in cholera patients, (993). 
parathyroids and, (194). 
variation in inflamed eye, (671). 
vascular control of, (795). 
treatment of, (195), (588), (671). 
carbaminoylcholin, (794). 
cervical diathermy, (875). 
surgical, see operations. 
vitreous body ye (1173). 


Glaucosan, (1173 


Glioma, of optic nerve, (295), (893), (1077). 
intradural, 
of retina, 65, (91), 2 
bilateral, (687). (a2), (1076). 
radium for, (90 
and see Pseudotumors. 
Gliosis of optic nerve, (295). 
Glucose and sodium (381). 
Glycemia in cataract, etc., (79 
Glycogen in retina of et (979). 
Goiter, exophthalmic, see Thyroid. 
Gold sodium thiosulphate i in uveitis, (560). 
Goldfeder operation for pannus, (392). 
Gonin, Jules, 767, 769. 
operation, see Retinal detachment. 
Goniophotography, 524. 
Gonioscopy, 103. 
Gonorrheal ophthalmia, see Ophthalmia. 
Government, medicine and, 265. 
Granuloma, of conjunctiva, (982), 1151. 
of orbit, ‘infective, (1074). 
of retina, (882). 
Greece, glautoma in, (589). 
Greeks, trachoma among, in Ukraine, (901). 
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Grippe, iridocyclitis from, (793). bling, (1074). 

Groenouw’s disease, see Keratitis. Hollande agglutination reaction, (973). 

Gruss needle, 855, (1162). Holth’s iridencleisis, see Glaucoma. 

Guist operation, see Retinal detachment. Homatropine, (384). 

Gumma, of conjunctiva, (277). Hormone, melanophore, and dark adaptation, 
of orbicularis palpebrarum, (891). 383). 


sexual, ‘and corneal lesions, and 
Horner’s syndrome, see Syndrom 
Halbertsma-Gualdi anomaly, (491). Hunger, effect of, on vision, (96), (1073). 
Hallucinations, visual, 67 Hunters, sighting aid png (779). 


Gunn’s syndrome, see Syndrome. 


Hamburg therapy for optic atrophy, (597). Hutchinson, aa bet 
Hansell, Howard Forde, 74. Hyalitis, asteroi i (iz). 
Haity, Valentin, (499). Hyaloid artery, 468. 
Hays anterior sclerotomy. (794). Hyaloid membrane, (592). | 
Heine-Medin disease, see Poliomyelitis. Hyaloscopy, (398). 
Hemangioepithelioma of orbit, (294), (686). Hydrocephalus with infantile glaucoma, 
Hemangioma of conjunctiva, ). (484). 
of orbit, 259, (294), (403). Hydrophthalmos, (396), (875). 
Hematology, see Blood. Hygiene, sociology, education, and history, 
Hemeralopia, celiac disease and, (76). (98), (301), (498), (695), (899), (1083)" 
and vitamin-A deficiency, (399), (1067). Hypacusia, glaucoma and, 94). 


Hemianopsia, binasal, in tabes dorsalis, (201). Hypermetropia, (776). 
from sclerotic vessels, (597). intolerance of meniscus lenses, (184). 
of cortical origin, (86). Hypernephroma of iris, 5 
homonymous, and loss of macular vision Hyperphoria and hypertropia, orthoptic 
training, 508, (981 


in pregnancy, (489). Hypersensitivity, corneal corpuscles in, 644. 


Hemiatrophy, progressive facial, (693). aie wr essential, and fundus picture, 
Hemiplegia, (680). (197), (197). 
Hemorrhage, in Cloquet’s canal, (593). prognosis of, from fundus picture, (284). 
corneal, (787). Hyperthyroidism, see Thyroid disease. 
in optic-nerve sheaths, (494). Hypertony, diabetic retinitis and, (679). 
orbital, 559. Hypophysis, calcification shadows near, 
preretinal, (881). ). 
retinal, (199), (486), (494). chiasm, (599). 
juvenile, (1068 , hyperplasia of, in pregnancy, (288). 
malarial, (797), (797). — Argyll Robertson syndrome with, 


recurrent, (48 
streptococcic, (882). arterial grooving of chiasm with, 1055. 


in the tuberculous, (882). and endocrine glands, (886). 

into vitreous, (85), (679). return of symptoms after removal, (998). 
Hephetonin, action on eye, (179). of sella turcica, ( 
Herbert's pits, (389). and see Brain. 
Heredity, of blepharophimosis, (292). Hypotony, with aniridia, (396). 

in eye disease, (100), 557. in cholera patients, (993). 

in ophthalmology, 558. pharmacodynamic and osmotic, (588). 

of ptosis, 213. Hyoscyamine, levorotatory, (381). 
Herpes, corneal, (1168 Hysteria, ocular, (572), (682). 


). 
zoster, ophthalmicus, 162, (989), (1169). 


convalescent blood for, 1149. Illumination, adaptation of eye to various, 
ophthalmoplegia from, (579). ( " 
and varicella, (96), (991). advantages of yellow light, (899). 
Heterochromia of iris, (97). in biomicroscopy of eye, (17 ). 
neurogenous, (81). colored lights and, (383). 
artificially produced, (587). and critical seeing, 527. 
Heterophoria, (1163). intensities for 1036. 
in aviation, (900). minimum, age and, (776) 
Hippel’s disease, see Retina. optimum, 1062. 
Histamine, (795), (1074). selective, to reduce glare, (498). 
Histidine, (38 1). from sodium vapor lamp, (894). 
Histiocytomatosis, (684). to standardize, in printing industry, (498). 
History, of glaucoma, (83), (98), aia visual acuity and, (498), (696). 


Marat on gonorrhea, etc., and see Light. 
of ophthalmolo 03). Illustrations, ae 1153. 


in military service, (99). Images, after, (182). 

of sclerectomy, (99). Immenin therapy, (782). 

of visual field, (303). Immunity, see Allergy. 
Hodgkin’s disease, orbital granuloma resem- Inclusion virus, (278). 
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India, (All-), fourth conference, 902. 
blindness in, (891). 
cataract operations suitable in, (878). 
Indians, trachoma in, (99). 
Indo-China, periocular degeneration in, 


1 
Industry, ‘ocular affections in, (498). 
injuries in, see Injuries. 
color perception in, (1084), 


Infants, nystagmus in, (781). 
Infections, Bacillus pyocyaneous, 950. 
colon bacillus, a 
X-ray therapy i in, (9 5). 
and see Focal infections. 
and see Nasal accessory sinuses. 
Inflammations, acute, (975), (976). 
streptococci in, 805. 
Infrared, irradiation os lens with, (994). 
and see Photo 
Injuries, (22) (256), (406), (492), (689), 
agricu tural, (406), (494), (494), (495). 
anterior chamber, cyst, (1078). 
anterior segment, (895). 
calcareous bodies in, (893). 
in arc-lamp workers, (406). 
artificial silk spinning, (94). 
blepharoconjunctivitis, (691). 
from caterpillars, (298). 
in children, (1078). 
compensable, obligatory operation after, 


(99). 
conjunctival, 
of cornea, cha cosis, (498), 1045. 
from cosmetics, (691). 
Descemet’s membrane, 367. 
operative, (381). 
loss of sensitivity, (1079). 
melanosis, (896). 
monocular, diplopia from, 371. 
pantocaine lesion of, (786), (1079). 
rust stain of, removal, (296), (1079). 
slitlamp examination of, (492). 
wounds, experimental, (297 ). 
septic, (94 
from cow’s horn, (95). 
from eyelash dye, 1052. 
electric, (296), (493), (894), (894). 
of eye, avulsion, (92). 
compensation for, 869. 
electric light, (93). 
evaluation of damage, (1083). 
fetal, from roentgen rays, (690). 
ruptured wounds of, (690). 
from sports, (692). 
foreign body, in anterior chamber, (986). 
cilium, (491), (894), (895). 
in anterior segment, (893). 
intraocular, (297), (297), (692). 
aftermath of, (296). 
copper, 348. 
localization, (93), (95), (296), 367, 
Bde: ), (493), (495), (690). 
etic, 3 
4039. 
giant magnet, 
removal, (94), 1 1149, 
removal, 367. 


Explanation: Numbers in heavy type refer to original articles, parenthetic numbers to abstracts 


retained, 1150. 
in lens, 348, (493), 1045. 
multiple, with keratitis, 761. 
in orbit, on (887), (896). 


(93). 
perforating, 362, (495). 
calcium chloride therapy, (1079). 
in the retina, (486). 
in the vitreous, (94). 
from fermentation of grain, (691). 
of head, and Bailliart’s test, (84). 
from hemorrhage, intraocular, (494). 
industrial, (494), (495), (499), (895), (896). 
adaptation delayed, (406). 
artificial silk spinning, (95). 
chemical, (895). 
keratoconjunctivitis, (94). 
from light in welding, (895). 
in tobacco workers, (493). 
of iris, 
iridodialysis, 362, (494), (895). 
proliferation of viene. (1078). 
of lacrimal passage, (1079). 
of lens, dislocation, (92), 362, (494), (895). 
and see Cataract. 
of lids, from cosmetics, (494). 
of optic nerve, avulsion, (92). 
orbital, (93). 
crochet hook, (689). 
projectiles lodged near, (691). 
X-ray examination, (894). 
from “Paederus,” (689). 
paralysis of (781). 
poison gas, (493), (69 
of retina, (92), 463. 
electrical, experimental, (1078). 
rupture, (492). 
from ‘ ‘septojod, ” (94 
of sclera, rupture, (92), (406). 
from stone, (493). 
from thallium acetate, (297). 
traumatic, (406), (494). 
favor syphilitic manifestations? (1079). 
and Frenkel syndrome, (692). 
myopia, (92), (494), (895). 
scotomata, (297), (1079). 
X-ray, (690), (690). 
Insulin and diabetic cataract, (590). 
International Societies, Association for Pre- 
vention of Blindness, 501. 
Interstitial keratitis, see Keratitis. 
Intracapsular extraction, see Cataract. 
— blood vessels, blood pressure in, 


Intraocular fluids, albuminoids in, (394). 
Intraocular foreign bodies, see Injuries. 
Intraocular pressure, see Glaucoma. 
Intraocular tension, see Glaucoma. 
Iodine, amyloid “oy (379). 
ionization with, (584). 
Iontophoresis, arsenobenzol, (574). 
iodine, (584). 
neosalvarsan, (181). 
zinc, (1169). 
Iridectomy, cataract pone. (282). 
optical, prisms in, 165. 
Iridencleisis, see Giaucoma. 


Iridocyclitis, after cataract extraction, (878). 
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Iridocyclitis, (Continued). 
eet and, in pernicious anemia, 
(396), (405). 
and poliosis, (586). 
and secondary glaucoma in Budd’s dis- 
ease, (881). 
suppurative, (793). 
surgery of, (874). 
tuberculous, 966. 
autohemotherapy for, (395), (395), (874). 
corneal involvement in, (79). 
Iridodialysis, after flash of light, (895). 
traumatic, 362. 
Iridotasis, see Glaucoma. 
Iridotomy, 147, (589), 870. 
Iris, of, (394). 
anomaly, (793). 
aniridia, 558. 
congenital, (83), (993). 
hereditary, (396). 
atrophy of, (192). 
by diascleral diaphanoscopy, 
ciliary poarenens on, 6, (670). 
coloboma, 561 3). 
cyst, (282), (483), (491). 
epithelial, (874). 
experimental, (483). 
healing by electrocoagulation, (793). 
spontaneous, (396), (586). 
development of, (281). 
folds in posterior layer of, (873). 
heterochromia, see Heterochromia. 
hypoplasia of anterior stromal layer, (793). 
injuries, see Injuries. 
irradiation, fractional, (283). 
lipids of, ). 
muscle, effect of choline bodies on, (588). 
pigment, dispersion of, etc., ). 
proliferation of, (1078). 
prolapsed, corneal wounds and, (297). 
from corneal ulcer, (280). 
reaction of, to diathermocoagulation, (882). 
tuberculosis of, (791), (873). 
chemical anatomy of, (992). 
lipolytic enzyme injection for, (793). 
tumors, see Tumors. 
Iritis, leprous, (495). 
treatment, diathermy, (192), (393). 
fever therapy, (775). 
tuberculous, (1170). 
Irrigator, conjunctival, (977). 
Ishihara plates, (577), (777), (979), (1160). 
and artificial daylight, (777). 
Isometropia, optical basis of, (578), (1161). 


Jamada-Kayanagi method for staphyloma, 
(191). 

Jameson recession operation, see Strabismus. 

Japan, trachoma measures in, (901). 

Javal, see ophthalmometer. 


Jensen retinochoroiditis juxtapapillaris, 


Kayser-Fleischer ring, see Cornea. 
Keratitis, avascular, and argyrosis of con- 
junctiva, (782). 
trachomatous, (787). 
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Bacillus pyocyaneus, (992). 

band, and cornea guttata, (482). 

bullous, after cataract extraction, (485). 
and allergy, (788). 

corneal ied in, (872). 


disciform 
experimental, (280). 
familial, (480), (481). 


foreign bodies and, 761. 
gonorrheal, (583). 
herpetic, 
in newborn, 
interstitial, (788). 
in advanced age, (481). 
central, deep, (990). 
episcleritis (aspergillus) with, (190). 
fate of patients with, (992). 
lipin, (990). 
Meniére’s disease with, (788). 
mode of invasion, (58 ). 
pustuliform, (786), (988). 
therapy, aéroionization, (382). 
autohemotherapy, (1167). 
cervical ganglionectomy, (788). 
fever, 758. 
glass suction cup for, (788). 
quinine, ). 
Rubbrecht, (190). 
tuberculous, (793). 
iontophoresis ‘with zinc for, (1169). 
malarial, (191). 
nodular, (480). 
nummularis, Dimmer, (277), (1169). 
parenchymatous, ae interstitial. 
phlyctenular, (785 
tuberculous allergic condition and, 
psoriatica, (482). 
punctate, superficial, (990), (1168). 
tuberculogenic epithelial, (1167). 
Keratoconjunctivitis, industrial, (94), (95). 
phlyctenular, (789). 
Keratoconus, (279), 465. 
contact glasses for, (584). 
endocrine imbalance in, (189). 
sclerectomy for, (281), (789). 
Keratohypopyon, (1172). 
Keratomalacia in Manchuria, (278). 
Keratome, curved, 1053. 
twin, (83). 
Keratomycosis, (481). 
aspergillina, (788). 
Keratoplasty, (393), 659, (1167), (1168). 
experimental, ). 
partial, penetrating, (391). 
trephine for, (787). 
Kharkov, Hirschman Ophthalmological In- 
stitute in, (901). 
Medical Institute, Elliot wre in, (794). 
Knapp, angioid streaks of, (197). 
cataract extraction, see ‘Cataract. 
Knife, cataract (1066), 1148. 
electric, (773). 
Koch-Weeks conjunctivitis, see Conjunctivi- 
tis. 
Kroénlein operation, (1080). 
Kuhnt-Junius macular degeneration, 
Macula, 


see 
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Kuhnt-Szymanowsky operation for ectro- 
pion, see Lids. 
Labyrinthine stimulation, effect of, on visual 
fields, (578) 
Lacarrére’s, see Cataract. 
myocampter, (581). 
Lacrima, composition of, (1075). 
drainage of, 69. 
hydrogen-ion concentration of, (685). 
lysozyme content of, 660, 1109, (1158). 
Lacrimal canaliculi, anomalies of, (291). 
concretions in, (1075). 
cysts, (293). 
dilation of, cystic, (685). 
inflammations of, (404). 
permeability, (685). 
trachoma of, (293). 
whistling, (491). 
Lacrimal duct, affections of, (404). 
permeability in dacryocystitis, (685). 
and nasal condition, (404). 
stenosis, in children, 655, 1116. 
copper ionization for, 54. 
surgery of, (293), 467. 
whistlin with, (405). 
ossa, ‘and shape of nasal 


Lacrimal ‘glands, dacryadenitis, 19. 
extract of, effect on tension, (1 
fistula of, (890). 
hypertrophy of, bilateral, see Mikulicz’s 
disease. 
Lacrimal passages, cultivation of fungus 
from, (570). 
pathology of, (601). : 
permeability "of, (685). 
Lacrimal sac, dacryocystitis, Bacillus xerosis 
in, 
immunization, 
pathology, (889). 
permeability of passages in, (685). 
). 
dissection of, (1074) 
extirpation of, ( 1000). 
‘local anesthesia for, 58. 
foreign body in, see Injuries. 
inflamed, pneumococcus group oom 1021. 
photograph of, stereoscopic, (1000 
tumors of, see "Tumors. 
Lacrimation, Toti’s operation for, (290). 
Lagophthalmus, (87). 
corneal ulcer not due to, (1170). 
Lamp, radiation, (976). 
Lampreys, visual cells of, (596). 
Lanugo hair with macular ‘changes, (883). 
Lead poisoning, lowered adaptation as first 
symptom of, (401). 
of orbital nerves, 260. 
perenne ot Nation’s aid in trachoma campaign, 


(1084). 
Leber’s disease, (295), (488), 964. 
Leiomyoma, of. ciliary body and i iris, (294). 
Leiomyosarcoma, of lid, (689). 
Lens, absorption of visible spectrum by, 


aging, 165, 545. 
animal, elasticity and consistency, (877). 
astigmatism, (183 
biochemistry of, ascorbic acid i in, (99). 


cholesterol content of, (675). 

during dynamic refraction, (196). 

growth and senescence, (674). 

lipids, (674). 

origin of pigment, (1174). 

vitamin C in cataractous, (1174). 
capsule, distensibility of, (578). 

posterior, pigment deposits on, (81). 
cryoscopic point, (591). 
crystals in, iridescent, 1054. 
dehydrogenation of, (994 
dislocation, into anterior chamber, (396). 

congenital, (283), (1066). 

bilateral, 654. 

familial, (590), (1066). 

and migration in Tenon’s space, (895). 

and other anomalies, (878). 

traumatic, (283), 362, (295). 
effect of irradiation on, (994) 
elastometric measurements, (675). 
eae: of, for myopia, (183), (184), 


(778) 
fluorescence, (673), (1066). 
injuries, see Injuries. 
lenticonus, anterior, (592). 
posterior, 462, (674), (676), (796). 
luxation, see dislocation. 
metabolism, (587), (591). 
oxidation of, biologic vitamin C in, (1066). 
organic acids by, (796). 
a form and deviation from sines, 


physico-chemical studies, (591). 
reducing substances of, (673). 
refraction of, double, (196). 
respiration, and vitamin C, (674). 
structure and form of, (996). 
substance, toxicity of, (590). 
tunica vasculosa of, in macacus, (978). 
vitamin C in, (591), (673), (674), (1174). 
water binding, (673). 
and transparency, etc., of, (590). 
weight and volume of, (19 5. 
and see Cataract. 
and see Abstracts, section nine. 
Lenses, see Spectacle lenses. 
Lenticonus, see Lens. 
Lentin, see 
Leprosy, of eye, (774). 
biomicroscopy of, (1080). 
in Egypt, (898). 
histology, (192). 
primary in iris, (495). 
and tuberculosis of eye, (1082). 
Leriche- w= sympathectomy for retinal 
atrophy, (798). 
Leslie Dana Gold Medal award, 602. 
a count and tuberculin antigen AO, 


Leucoma, adherent, (280). 
Leucoscope test, (578). 
Leukemia, ocular changes in, conjunctival, 


(188). 
fundus, (678). 
Levoglaucosan, see Glaucosan. 
Lids, angioma, (600). 
blepharospasm, (890). 
botryomycosis of, (88). 
chancre of, primary, (1075). 
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Lids, (Continued). 
closure of, and ocular tension, (671). 
reflex, of the pupil, 1048 
coloboma, (491). 
cultivation of fungus from, (570). 
cyst of, 458, (890). 
destruction of, (890). 
diseases of, treatment, 616, (889). 
ectropion, 762. 
Kuhnt-Szymanowsky, (1074). 
skin graft for, (89), (89), (889). 
Truc operation, (601). 
eczema of, vaccine for, (405). 
vioform for, (404). 
entropion, congenital, 763. 
in the newborn, (291). 
operations for, (601), (888). 
blepharostat, (491). 
Lyritza, (292). 
Millinger-Sapheshko, (89). 
mucous graft, 2 
Saunders, (291). 
Schneller, (491). 
Snellen, (89). 
tarsorrhaphy, (291). 
Vogt, (890). 
Webster, 964, (1075). 
eversion of, (381). 
flaps, (29 1). 
gumma of, (891). 
inflammation of, (404). 
injury, see Injuries. 
lymphadenosis of, (478 
malformations of, (1074), (1178). 
Meibomian mycosis, (787). 
nevus, pigmented, 963. 
plastic surgery of, (88), (89), (291), (291), 
(292), (889), (890), 1055. 
external canthal ligament in, 437. 
tarsectomy and mucous membrane graft- 
ing in, (1000 
ptosis, congenital, epicanthus i inversus and, 


( 
hereditary, 213, (890 
with ocular malformation, (1075). 
Marcus Gunn syndrome, (404). 
operation for, (685) 
Motais, (293). 
in trachoma, (291), (889). 
transitory, (405), 
retraction, Dalrymple’s sign, (403). 
skin of, disorders, 616, 
-tooth in, (491). 
trichiasis, (89), (291). 
- tumors, see Tumors. 
upper, development in Chinese, (1075). 
vaccinia of, (299). 
weakness, in facial paresis, (889). 
wound. repair of, (685). 
Light, artificial daylight and eye tests, (777). 
audibilit ys of? (98). 
effect ban electric, on human eye, 


on rabbit (93). 
successive flashes on retina, (182). 
in welding, (895) 
+ intensity, and convergence fatigue, 319. 
and near point and accommodation, 307. 
relation of dark adaptation to, (981). 


minimum, and adaptation, (383). 
for ocular health and efficiency, 374. 
perception, see Perception. 
photometry, heterochromic, (383). 
red-free, ophthalmoscopy with, (7 2). 
reflex, afferent path of, ). 
central path of, (998). 
sense, reaction of, to myopia, (1159). 
sensitivity to, (385). 
stimulation and cortical response, (382). 
three, for gauging spectrum, (980). 
threshold, (183). 
clinical of, (179). 
visual acuity and, (77. 
visual allergy to, and - of, (1160). 
ultraviolet, see Ultraviolet light. 
yellow, advantages of, (899). 
effect of, (894). 
and see Ilhumination. 

Limbus, anatomy of, (303). 
blomecroscopy of, in trachoma, (187), 
slitlamp study of, (570). 

Lindner on retinal "detachment, 867. 

Lipemia of retina, blood fat in, 760. 

Lipids, of sclera, etc., (289). 
of vitreous, (10 68). 

Lipogranuloma, 424. 
of orbit. (684). 

Lipoma of lids, (492). 

Loeb, Clarence, 970. 

Los Angeles Society of Ophthalmology and 

64, 761, 961. 

Lues, see Syphilis. 

Lunula, trachoma of, (480). 

Lupus erythematodes, choroiditis in, (792). 

Lymphogranulomatosis, (1164). 

bilateral, of plica semilunaris, 


subconjunctival, 362. 
orbital, (293), (891). 
Lymphosarcoma, (492). 4 
Lysate therapy, (1158). 
Lysozyme, content of tears, 660, 1109. 
after ocular operations, (1158). ) 
in trachoma, (987). 
in ocular affections, (975). 


Mackenzie, William, (303). 
Macula lutea, aberration, (183). 
changes in, with “angioid streaks,” (879). 
and lanugo type of hair, (883). 
coloboma, (488), (798). 
cortical double representation of, (288). 
congenital, microphthalmos 
with, (887). 
disciform, (1067). 
familial, (5 
and retinal 
Kuhnt-Junius, bilateral, 654, (1067). 
filaria in, (896). 
hole in, (84), 1055. 
onchocerciasis of, (1082). 
subhyaloid exudation in, (879). 
surgery in region of, (495). 
Maddox phorometer, (388). 
Magnet extractions, see Injuries. 
Malaria, corneal sensitivity in, (191). 
ocular changes in, (797), (797). 
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Malaria, (Continued). 
plasmocide for, ocular effects of, (1071). 
therapy, 758, 5). 
for tabetic optic atrophy, (597), (998). 
Malformations, ocular, (1074), (1178). 
ptosis with, (1075). 
Malingering, (493). 
tests of, $71). 
Malnutrition, in ophthalmia neonatorum, 558. 
Manchuria, keratomalacia in, (278). 
Maniac attack, retinal spasm before, 1067). 
Mantoux reaction, (977). 
Marat, on gonorrhea, etc., (1084). 
Marcus Gunn syndrome, see Syndrome. 
Marfan’s syndrome, see Syndrome. 
Marie’s disease, (1177). 
Marrow in ocular bone, (1170). 
Mayou, Marmaduke Stephen, 73. 
Medical meetings, 
Medicaments and metabolism of eye, (589). 
Medicine and government, 265. 
Medullated nerve fibers, 561, (676). 
Megalocornea, (391). 
Megalophthalmus, 542. 
Meibomian mycosis, (787). 
Melanin, genesis of, (1078). 
Melanoma, of caruncle, (686). 
of choroid, 964, 965. 
of 
epibulbar, (406 
intraocular, (1076). 
of lids, (893). 
Melanosarcoma, of conjunctiva, (1078). 
of cornea, (91) 
of iris, (295). 
Melanosis, of cornea, (91). 
of eye, (295), (686). 
Memphis Society of Ophthalmology and 
Otolaryngology, 65, 261, 658, 964. 
Menacho, Manuel, 
wens s disease am interstitial keratitis, 


Meningioblastoma of sphenoid, (92). 
Meningioma, spheniod, (599). 
ocular symptoms from, (682). 

Meningitis, from orbital abscess, (887). 

serous, papillary stasis in, (1071). 
Meningocele, nasoérbital, (405). 
Meningococcus, conjunctivitis due to, (1164). 
“a ocular changes in, 


Mercurochrome, (774). 
Metabolism, of aqueous and lens, (587). 
in the glaucomatous, (484). 
lens, (591 
Metaplasia, osseous, in the eye, (395), 409, 
(585), (791), (792), (792). 
hematopoietic marrow in, (1170). 
Microcornea with high myopia, (787). 
Microphthalmos, familial, and macular de- 
generation, (887). 
hereditary factor in, (886). 
eee, studies of retinal circulation by, 


Migraine, 160. 
Mikulicz’s disease, (293), 469, (1000). 
Mikulicz syndrome, see Syndrome. 


Millinger-Sapeshko operation, (89). 
Minnesota Academy of Ophthalmolo ony and 
159, 263, 367, 560, 859, 


Miotics, arecholin, (794). 
carbaminoylcholin, (794). 
Molluscum contagiosum, and _ trachoma, 


(479). 
Mongolic fold of lid, (1075). 
Monkeys, involution of tunica vasculosa len- 
tis in, (978). 
Monophthalmics, earning power of, (1083). 
Monsters, anencephalic, retina and optic 
nerve in, (100). 
Morax, Victor, (1084). 
keratoplastic operation, (1167). 
Morocco, trachoma campaign in, (302). 
Motais’s operation, see Ptosis. 
Motorists, see Automobile drivers. 
Movement, patterns of apparent, (577). 
Moving pictures, see Cinematography. 
Mucocele, of ethmoidal sinus, (290). 
of frontal sinus, (290 
Mucous membrane graft, oral, 262. 
Multiple sclerosis, see Sclerosis. 
Muscles, divergence excess, (184). 
examination of, (581 
extraocular, thermoplasty of, (982). 
hyperphoria, orthoptic ae 508. 
imbalance, in myopia, (983). 
inferior oblique, advancement, 1, (782). 
overaction of, 860. 
spasm of, 161. 
Marcus Gunn syndrome, (404). 
motor anomalies, (579). 
in myasthenia gravis, 
nystagmus, see Nystagmus. 
ocular, balance of, (388). 
functional insufficiency of, 1055. 
influence of, on a and refraction, 
(182). 
rigor mortis of, (98 
operation, ligated en for, (185). 
orbicularis palpebrum, gumma, (891). 
palsy, see paralysis. 
paralysis, (779), (981). 
of conjugate movements, (981). 
and vestibular system, 
divergence, 1055. 
or convergence spasm, 759. 
due to head injury, (781). 
effect of exophthalmos upon, 503. 
ocular, tendon transplantation in, 58, 
(779), 813, (1163). 
paresis, of oculomotor, (982). 
and status dysgraphicus 
of superior rectus, ( 1162 
posterior myotomy, (982). 
ptosis, see Ptosis. 
recession operation, 466, a ae 1137, (1162). 
rectus, surgery of, 151, ‘(78 1). 
effect of intraocular tension on, (397). 
resection of, suture for, (982). 
retraction syndrome. (276), (276), (1162). 
shortening, cinch, (185). 
superior oblique, ‘advancement, 1, (782). 
tenotomy; 861. 
and see Nystagmus. 
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Muscles, (Continued). 
and see Ocular movements. 
and see Strabismus. 

Myasthenia gravis, 464, 557. 
progressive, (694). 

Mycosis, corneal, (481), (788). 
and Meibomian, (787). 

Mydriasis, fixed in brain injuries, (773). 
and pupillary rigidity, (792) 
unilateral at parturition of cats, (281). 

Mydriatics, epinephrine, (571). 
hyoscyamine, (381). 
syntropan, (380), (1161). 

Myelitis, with blindness, (489). 
retrobulbar neuritis in, (401). 

Myelosis, neoplastiform, (684). 

Myiasis, conjunctival, 547. 
in Syria, (694). 

Myocampsis, (581). 

Myocampter, (581). 

Myopia, constitutional factor in, (979). 
glaucoma and, (670). 
high, (979). 

in ‘infant, (383). 
microcornea with, (787). 
oe treatment for, (183), (184), 


monocular, (779). 

muscle imbalance in, (983). 

premyopic state, (980). 

progressive, calcium, etc., for, (778). 

reaction of light sense to, (1159). 

school, (577), (978). 

traumatic, (92), (494), (494), (895). 
Myositis, extraocular, and thyroid disease, 51. 
Myotonia atrophica with cataract, (1066). 
Myotony, (1171). 
Myxedema, optic nerve and, (201). 


Nagel test for color blindness, (577), (1160). 
Nasal accessory sinuses, on retinitis 
from infection of, ( 
cavernous, lebitis of, (403). 
development 
drainage, and squint amblyopia, (299). 
ethmoidal, mucocele, (290). 
exophthalmos from, 762. 
frontal, agenesis and ocular anomalies, 
(1162). 


mucocele of, (290). 
suppuration and visual defects, (682). 
maxillary, nasal-nerve syndrome from, 
(898). 
optic-nerve atrophy from, (201). 
optic neuritis from, (402). 
orbital complications from, (289). 
sphenoid, meningioma, ocular symptoms 
from, (682). 
tumor and blindness, (287). 
tumors, see Tumors. 
and see Focal infection. 
Nasal bone and lacrimal fossa, (891). 
Nasal-nerve syndrome, see Syndrome. 
Nashville Academy of Ophthalmology and 
Otolaryngology, 468, 962, 1150. 
Nasolacrimal canal, (89). 
National Society for the Prevention of wind- 
ness, 1086 


Near point, intensity of light and, 307. 
Needle, 258. 

diathermy, (87%), 956. 

dangers of, (774). 

single- -suture, rethreatlable, 855, (1162). 
Negroes, trachoma among, d ). 
Neophan glass, see Spectacle lenses. 
Neosalvarsan, penetration into eye, (181). 
Nerve, fifth and sixth, degeneration, (79). 

loops, intrascleral, (480). 

mental, blocking of, 262. 

oculomotor, paresis, (982). 

sixth, paralysis, auricular etiology, (387). 

seventh, hysterical paralysis of, 


Nerve messages from sense organs, 960. 
Neurinoma, orbital, (295), (686), (1077). 
Neuritis, see Optic neuritis. 
Neuroblastoma, ocular complications, 938. 
Neuroepithelioma, see Glioma. 
Neurofibrillae, extension of, into retina, (304). 
Neurofibroma, retinal, (676). 
Neurolapin and corneal metastasis, (1169). 
Neuroretinitis, and ergot poisoning, (681). 
septic, (67 6). 
Neuroses, functional, (981). 
Neurosyphilis in ophthalmology, (898). 
Nevus, of bulbar conjunctiva, (583). 
flammeus, glaucoma with, 709, 963, (994). 
pigmented, of lids, 963. 
“a from herpetic virus 
in, ; 
instrument for prophylaxis of, (782). 
ocular lesions in, 647. 
New Ophthalmological Society, 60, 
59, 860, 114 
side Items, 101, 202, "305, 407, 500, 697, 800, 
902, 1001, 1086 1178. 
Night blindness, see Hemeralopia. 
Nyctalopia in chauffeurs, (681). 
Nystagmus, (983). 
— prognosis for children with, 


and head tremor, 465. 
in children, (580). 
heredity i in, 
in infants, (7 81). 
inhibition of, and brain tumor, (387). 
miners’ (386). 
monocular, (781). 
and spasmus nutans, (387). 
optokinetic, in hysterical blindness, (572). 
and intracranial localization, (388). 
after “septojod” retinal injury, (94). 


Obituaries 
Barkan, Adolph, 1156. 
Gonin, Jules, 769. 
Hansell, Howard Forde, 74. 
Loeb, Clarence, 970. 
Mayou, Marmaduke Stephen, 73. 
Menacho, Manuel, 174. 
Posey, William Campbell, 172. 
Ray, Victor, 173. 
Spicer, W. T. Holmes, 971. 
Walker, Hugh, 972. 
Weymann, Morie Frederick, 273. 
Wilder, William Hamlin, 1155. 
and see Deaths. 


=n 


XXXVvi SUBJECT INDEX 


Explanation: Numbers in heavy type refer to original articles, parenthetic numbers to abstracts 


Ophthalmodynamometer, (85). 
Ophthalmological Institute, Kharkov, (901). 
Ophthalmological societies 

American, 1934 — 669. 

Baltimore, 661, 

Belgian, 1934 Et 476. 


Ochi microérganism, (76). 
O’Connor cinch (185). 
Ocular axis, measurement of, (384). 
Ocular dominance, (979). 
Ocular fatigue, see 

e 


Ocular hysteria, see Hysteria. 
Ocular image, see Image. 
Ocular luminescence, (385). 
Ocular movements, (184), (276), (386), (477), 
(579), (981), (1162). 
anomalies, (779), (981). 
cortical, etc., impulses and, (276). 
disturbance ‘of, in Gauchers’ disease, (185). 
photographin of, (782). 
rom tumor o brain, (402). 
considerations of, (781). 
ateral, absence of, 759. 
congenital, monocular, (1162). 
paralysis of, associated lateral, (386). 
associated vertical, (386). 
under cover, (186). 
and see Muscles. 
Ocular paroxysm, (186). 
Ocular tension, see Glaucoma. 
Oculist, see Ophthalmologist. 
Oculocardiac reflex, 22. 
in paralysis and tabes, (299). 
Oculogyric crises, (386). 
Oculomotor, see Muscles. 
Oculonasal connections, reflex, (1080). 
Institute, corneal grafts in, 


Ocuetis disease, retinal anomaly resembling, 


Ointments, Dermitrine base for, (977). 
Onchocerciasis, blindness in, 
of the macula, (1082). 
Operations, fixation of eyeball i in, (774). 
intraoesler asepsis of conjunctival sac in, 


knots in ocular, (574). 

lysozyme in tears after, (1158). 
motion-picture photography of, (696), 961. 
‘obligatory after compensable i injury, (99). 
aati pulmonary embolism after, 


preoperative cultures, 850. 
preparations for, (1159). 
use of spool thread i in, (1159). 
and see Surgery; and see Abstracts, section 
two; and see also under individual sub- 
jects, such as Cataract, Glaucoma, 
ids, Retina, or the personal name as- 
sociated with the particular operation. 
Ophthalmia, due to caterpillars, (298). 
from fermenting grain, (691). 
gonorrheal, (278), (582), (1166). 
in the adult, 760. 
endogenous, (583). 
prophylaxis agains a3) blindness in, (1085). 
silver nitrate or, (78 
metastatic, in 1145. 
neonatorum, 
prophylaxis a against age), (782), (784). 
purulent, role of gonococcus in, (582), 
scrofulous, in Shanghai, (279). 
see Sympathetic ophthalmia. 
Ophthalmic artery, embolism, (402). 


Brooklyn, 163, 

Chicago, 61, 165, 466, 654, 857, 863, 962. 

Colorado, 362, 464, 561, 760. 

Egypt, 1934 bulletin, 768. 

French, 1934 bulletin, 377. 

India (All-) 4th conference, 902. 

Los Angeles, 64, 761, 961. 

Memphis, 65, 261, 658, 964. 

Minnesota, 159, 263, 367, 560, 859, 1147. 

Nashville, ‘468, 9 150. 

New England, 60, e57, 759, 860, 1149. 

Philadelphia College of Physicians, 755, 
861, 959, 1054, 1055. 

Royal, 56, 162, 366, 558, 659. 

Saint Louis, 57, 463, 660, 959, 1054, 1056. 

Sioux Valley and South Dakota, 856. 

—— 1935 Annual congress, 


Washington, D.C., 259, 657, 762. 
and see News Items. 

Ophthalmologist, dispensing of fag by, 274. 
impressions of an, in the U.S., (900). 
neurosyphilis and, (898). 
and rhinoscopy, (299). 
work of, in metallurgic factory, (1085). 

Ophthalmology, American Board of, 567. 
anesthesia we (573). 

local, (975). 
brilliant green in, (775). 
constellation patholog and, (572). 
diathermy in, (199), (575), (773). 
diet histories obtained i in, (1159). 
disease in, (899). 
in extreme North, (1084). 
heredity in, 558. 
history of, (899). 
in military service, (99). 
therapeutics, 61. 
of military physician, (1084). 
and psychology of perception, (571). 
Sir John Hutchinson’s contribution to, 861. 
social service in, 119, (695). 
Soviet, technical reconstruction of, (901). 
surgery, progress, 63, (181). 
teaching of, (900). 
graduate, 375. 
progress in, 63. 
undergraduate, 801. 
tests for syphilis in, (976). 
textbooks of, 1063, 1064. 
in the tropics, (696). 
use of spool thread in, (1159). 
vocational reconstruction of blind, (1083). 
and see Abstracts, section eighteen. 

Ophthalmomalacia, (875). 

Ophthalmometer, Javal’s, (383). 

interna, (298), 

69 
subretinal, Diptera, (95). 
Ophthalmoplegia, external, 
(394), (1162). 
internal, syphilitic, (1161). 


(692), 


total, (296), 
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Ophthalmoplegia, (Continued). 
recurrent, (579). 
total, from herpes zoster, (579). 
from rachianesthesia, (185). 
unilateral, 163, (599). 
traumatic, 1030. 
Ophthalmoscope, introduction into England, 


(899). 
simplified, 459. 
oa of arterial hypertension, 


in focal and indirect light, (572). 
and histology of optic nerve, 378. 
infrared, of retina, (570). 
localizing, (572). 
red-free, 171, (772). 
Ophthalmozoosis endemica, 
Opium intoxication, eye in, (97). 
Optic atrophy, see Optic nerve atrophy. 
Optic canal, fracture, (597). 
Optic chiasm, see Hypophysis. 
Optic disc, Szily’ s — epithelial, (596). 
Optic foramen, (884 
Optic nerve and toxic amblyopias, (86), 
(200), (287), (396), (680), 
(998), (1071), (1176 
Optic nerve atrophy, 963, 
from birth injuries, (489). 
from central echinococci, (496). 
descending, with, (887). 
familial, (1177). 
and hemianopia, binasal (597). 
after hemorrhage, blood transfusion, (287). 
in juvenile diabetes, 856. 
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‘effect of quinine on, (489). 


excitation in retina ’and, (576). 
histology and ophthalmoscopy of, 378. 
injuries, see 
lesions, (1078 

in pregnancy, (598). 
and myxedema, (201). 
off effect in, (182). 
ophthalmoscopy of, (378). 
papilledema, see disc. 
papillitis, and choked disc, (1176). 
pressure on, from tumor, (201). 
sheaths, hemorrhage into, (494). 


tumors, see Tumors; and see Brain tumors. 
Optic neuritis, from acetylarsan, (884). 


acute, in anterior poliomyelitis, (86). 
in demyelinatin diseases, (680). 
varieties of, (680). 

and early diagnosis, (884). 

etiology of, (884) 

exudative, from pelagra, (597). 

retrobulbar, 965, 
acute, (680). 
among Chinese, (402). 
bilateral, after alcohol injection, (681). 
causes of, 1147. 
in myelitis, (401). 
toxic, dental, (682). 

of pregnancy, (288), (401). 
thallium, (681). 
(885). 

and sinusitis, (402). 

syndrome, (682). 

trichinosis in, (97). 


Leber’s, 
and multiple sclerosis, 362. 
of nasal origin, (201). 
syphilitic, 201), (1177). 
tabetic, (597), (597). 
infantile, (1071). 
from thallium poisoning, 755. 
from tumor, (402), (599). 
treatment, amyl nitrite, (401). 
malaria therapy, (998). 
potassium permanganate, (597). 
sympathectomy, (7 
and unilateral exophthalmos, 439. 
Optic nerve, in anencephalic monsters, (100). 
coloboma. of, 260. 
degeneration, (696). 
cervical sympathectomy for, (599). 
disc, anomaly, (798). 
choked, with arachnoiditis, (86), 164. 
blind spot in diagnosis of, (682). 
from central echinococci, (496). 
and chickenpox, (885). 
and early diagnosis, (884). 
formation of, (998). 
and papillitis, (1176). 
pathogenesis, (287). 
in serous em (1071). 
syphilitic, (86 
from tumor, (402), (598). 
in undulant fever, (681). 
drusen, familial, (1071). 
hyalin ‘bodies on, (681). 
disease, acetylocholine in, (209). 
low blood pressure and, (1176). 


Optic radiation, (87). 
Optical abberrations of the eye, (1160). 
Optical retail code, 376. 
Optics, physiologic, of (777). 
Optometer, differential, (57 
Optotherapy in retinitis <a (1070). 
Orbicularis, see Muscles. 
Orbit, abscess, (887). 

conjunctivitis and tenonitis simulating, 


visual defects from, (682). 
liquid penetrating into, (600), 


( 
cellulitis, (1000). 
complications of, and sinusitis, (289). 
cyst, congenital, 257. 
dermoid, (90), 439, 963. 
echinococcus in, (1073). 
hemorrhagic, 
oil, with carcinomatosis, 532. 
exenteration, prosthesis for, (289). 
fascia of, evolution, ( 
granuloma of, infective, (1074). 
hemorrhage, 559 
injuries, see Injuries. 
lipogranulomatosis, (684). 
nerves, lead poisonin * 260. 
osteomyelitis a) ( 
phlegmon of, (289). 
pseudotumor of, (490), (886). 
tumors, see Tumors. 
and see Abstracts, section thirteen. 
Orthoptic exercise, (185). 226, (387), 463, 
508, 961, (981), (982), (983), (1162). 
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Ossification, endodcular, (792). 
and see Metaplasia. 
Osteitis deformans, angioid streaks in, 
(1172). 
Osteochondrofibrosarcomatosis, orbital tu- 
mor in, (88). 
Ostenchondroms, ophthalmoplegia from, 
‘Osteoma of ethmoid, ocular signs, (96). 
Osteomalacia, cataract in, (398). 
Osteomyelitis of orbit, (290). 
Otitis and anisocoria, (82). 
Oxen, sodium content of eye of, 706. 
Oxycephaly, see Crouzon’s disease. 


“Paederus,” ophthalmozoosis endemica from, 


Pain, syndrome, (98). 
Pannus, see Cornea. 
and see Trachoma. 
Pantocaine, (977 
corneal lesions from, (1079). 
harmfulness of? (1158). 
Papilla, see Optic nerve. 
Papillary stasis, see Optic nerve. 
Papilledema, see Optic nerve 
Papilloretinitis, sympathetic, (678), (791). 
Parallelism, impression of, (779). 
Paralysis, general progressive, (299). 
of ocular muscles, see Muscles. 
Parasites, ameba, retinitis with, (996). 
ankylostomiasis, (897). 
cysticercus, see Cysticercus. 
echinococci, see Cysticercus. 
Flaria (wuchereria) bancrofti, ‘Reg 
larva, on en 547, (69 
subretinal, (95). 
oestris ovis, (694). 
Onchocerca coecutiens, (862). 
Onchocerca volvulus, 890). 
Paederus fuscipes, (68 
schistosomiasis of Sr (1166). 
Thelazia californiensis, (693). 
Wohlfahrtia magnifica, (298). 
and see Abstracts, section seventeen. 
Parathyroid, cataracts, (283), (796). 
therapy, (778). 
Parenchymatous keratitis, see Keratitis. 
Paresis, see Muscles. 
Parinaud’s, conjunctivitis, see Conjunctivitis. 
syndrome, see Syndrome. 
Parotitis, subconjunctivitis with, (583). 
Parturition, mydriasis at, (281). 
Pathologic museums, (301), (301). 
Pathologic specimens, wens of, (301). 
Pecten in birds’ eyes, (592). 
Pellagra, optic atrophy from, (597). 
Pemphigus conjunctival, 363. 
ocular, (77). 
Percaine, (978). 
Perception, color, in transportation industry, 
(1160). 
depth, (978). 
and stereoscopic vision, (385). 
instrument to test, 477. 
minimum perceptible, (1159). 
modern psychology of, (571). 


and see Vision. 
Peridectomy, for corneal ulcer, (481). 
Perimeter, for localization, (881) 
universal, (571). 
Perimetry ‘chart, (974). 
Periphlebitis, and endophlebitis obliterans, 
(1068). 


uveitis and, 760. 
Periscope in "retinal-tear localization, (799). 
Perivasculitis retinae, (1176). 
Pflugk, accommodation theory of, (183). 
Phaco€resis, see Cataract. 
Philadelphia College of Physicians, Section 
a ogy, 755, 861, 959, 1054, 


Phlegmon of orbit, (289). 
Phlyctenulosis, tuberculin allergy and, (479). 
7 inflammatory reaction to, 


Photography of eye, 1039, (1157). 
of anterior-chamber ini 524. 
of fundus, (271), (572). 
infrared, (379), (570), (571), (772), (1158). 
of lacrimal sac, (1000). 
with miniature camera, 353. 
motion picture, see Cinematography. 
of ocular movements, disturbed, (782). 
of slitlamp beam in, (97 4). 
Photophobia, (973). 
nature of, (180), (587). 
in unilateral blindness, (81). 
Physical defects, visual acuity, 171. 
Physicians and optical retail code, 376. 
Physiological optics, refraction, and color 
tiisy. (181), (382), (575), (775), (978), 
Physiology of light and accommodation re- 
flexes, (82 
tests in trachoma, 


( 
Piezometer, (772). 
Piewaly deposit on posterior lens capsule, 


free, in anterior chamber, (791). 

Kayser-Fleischer ring, (789). 

retinal, in eclampsia, Cn 

theory of glaucoma, (795). 
Pigs, aren in, 1087. 
Pilocarpine, (794). 

histologic study after, (574). 
Pituitary disease, see Hypophysis. 
Plasmocide, effect on eye, (1071). 
Plasmocytoma of ai (688). 
Platinum tattooing, (1170 
Plica semilunaris, lymphoma of, (783). 
ee group, from inflamed eye, 

1021. 

Pneumonia, metastatic ophthalmia in, 1145. 
Pneumosaccus, (491). 
Poikilodermatomyositis, (496). 
Poikilodermia and cataract, yet (1174). 
Poison gas, effect of, on eyes, (493). 
Poland, trachoma measures in, (902). 
Poleft’s initial epithelioma, (188). 
Polioencephalitis, Parinaud’s syndrome and, 


with total external ophthalmoplegia, 
(1162). 
Poliomyelitis, (86). 


(689). 
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Poliosis, iridocyclitis and, (586). 

Polyarthritis, fundus changes in, (974). 

Polycythemia, ocular changes in, (487). 

cage <4 vaccine A, corneal herpes after, 
( 

Pons, tuberculosis of, (96). 

Posey, William Campbell, 172. 

Posterior cervical sympathetic syndrome, 
see Syndrome. 

Pregnancy, ectopic, pupillary sign in, (793). 

glaucoma in, 

hemianopsia in, (489). 

ophthalmic care during, 269. 

optic-nerve lesions in, (598). 

retrobulbar neuritis during, (401). 

roentgen radiation during, (690). 

toxemias of, (497). 

retinal lesions in, 263, (598). 

visual-field defects in, (87), (288). 
Prenatal ophthalmic care, 269 
Prism, exercises, 1055 

test, (388) 

Projection, false, in squint, 56. 

Pronunciation of medical terms, 476. 

Protein therapy, (78). 

“Proteose” therapy, (984). 

Prosthesis, conjunctival sac for, (403). 

for exenterated orbit, (289). 
stump for, (289). 
over unsightly eyes, 555. 

Prowazek-Halberstaedter bodies, (189), 

(1165). 
and see Blennorrhea. 

Pseudoneuritis and papillitis, (885). 

Pseudotabes, after diphtheria, (201). 

Pseudotumors, of orbit, (490), (886). 

retinoblastoma, 261. 

Pseudoxanthoma_ elasticum and angioid 
retinal streaks, 205, 369, (399), 560, 
(1080). 

Pterygium, bilateral temporal, 605. 

copper sulphate cauterization for, (389). 
cyst, 658. 

operation, (389). 

and trachoma, (984), (984). 

Ptosis, see Lids. 

Pupil, "Argyll Robertson, (179). 
following diphtheria. (201). 
nonluetic, (380). 
with pituitary tumor, 442. 
traumatic, (179), (379). 

changes from brain tumor, (402). 
contractions, area of retina for, (776). 
dilatation of, and iris pigment ‘epithelium, 


(87 

ectopia of, (793). 
fixed mydriasis in brain aenetiny (773). 
lid-closure reflex of, 1 
light reflex, (670). 

aiter age’ commissure lesions, 624. 
occlusion, (1172). 
reactions "of, (394), (586), (793). 
mydriasis with absolute, 


in spinal-cord lesion, (974). 
traumatic, (179). 
tonic, (380), (1171). 
Pupillary membrane, persistent, (281), (993). 


Pupillary sphincter in animals, (790). 
Pupilloscopy, (572). 

entoptic, (777). 
Pyretotherapy, see Fever therapy. 


Quinine, amaurosis, (287), 5 
therapy, for interstitial erties (992). 
for trachoma, 468, 631 


Rabbit, inoculation with trachoma, (479). 
spontaneous glaucoma in, 1144. 

Radiography, see X ray. 

Radiology, see X ray. 


Radium, effects of irradiating eye with, 


(180). 
for ocular disease, 1063. 
corneal lesions, 1148. 
for ocular seers, 1057, (1077). 
bulbar, (181). 
retinoblastoma, (90), (892). 
diathermocoagulation and, (90). 
Radon seeds for intraocular tumor, (91). 
Ray, Victor, 173. 
Raynaud’s disease, (285). 
Reader, amblyopia, 769. 
Reading, disability, (489). 
of cerebellar origin, (1177). 
illumination intensities for, 1036. 
Recession operation, see Strabismus. 
Recklinghausen’s disease, (294), (405). 
Reflexes, accommodation, light and, (82). 
convergence- -accommodation, (772). 
pupillary rigidity, (179). 
and see Pupil. 
ee anterior-chamber depth and, 


and brain development, (385). 

cataract test lenses, (183). 

changes of, in convergent strabismus, 820, 
3. 


in diabetics, 60, (576). 
development in animals, (777). 
errors of, (1161). 
hyperplasia of conjunctiva from, (786). 
in twins, (577). 
fogging method, 1059. 
influence of ocular muscles on, (182). 
for megalophthalmus, 542. 
ocular, interpupillary distance and, (1160). 
optical aberrations of eye in, (1160). 
optical bases of anisometropia, etc. (578), 
(1161). 
optical magnification, (577). 
practice of, 568. 
retinoscopy, physiologic optics of, (777). 
strabismus and, 372, 863, 944. 
testing, (980). 
cabinet for, (772). 
of school children, (772). 
trial frame for, (183 
first trial set, 753. 
Reticulo-endothelial system of the eye, 
(100), (303). 
and cornea, (584). 
Reticulum in hyperplastic conjunctiva, 724. 


a 
3 
| 
| 
| 
| 
q 


+ 


Retinal arteries, central, 


Explanation: Numbers in heavy type refer to original articles, parenthetic numbers to abstracts 


Retina and vitreous, (84 197), (284), 
(398), (485). (352) (676), (793, (878), 
996), (1066 5). 

Retina, abiotro (305). 

in anencephalic monsters, (100). 

angioid streaks of, (85), (197), (1172). 
and macular exudative retinitis, (879). 
and pseudoxanthoma elasticum, 205, 


( 560. 
angiomatosis of, (198), (1067), si). 
angioneurotic disturbance of, (1175). 
anomaly of, (286). 

with pireprese (798). 
areas 85 of, represented in geniculate body, 


for contraction, (776). 
ascorbic acid in, ( 
atrophy, for, (798). 
changes in, in diabetes, 432. 
in experimental toxic nephrosis, (198). 
in hypertension and nephritis, 426. 
circulation, (486), (489), eer 
in exudative retinitis, (595). 
measurement of, 1003. 
hysiopathologic types of, (593). 
coloboma, 260. 
cysts, 1150. 
degeneration of, cystic, (882 
pigmentary, heredity, (1 ). 
sympathectomy for, (599). 
effect of, flashes of light on, (182), (182). 
quinine on, (489). 
entoptic phenomena and, (778). 
excitation of, ). 
exudates, (996). 
in diabetes, 60. 
fibers, in geniculate body, (1072). 
medullated in, 561, (676). 
folds of, (888). 
glycogen in, in vertebrates, (979). 
emorrhage in, (486), (494). 
in diabetes) 60 
in familial macular degeneration, (199). 
juvenile, (1068). 
malarial, (797), (797). 
recurrent, from polycythemia, (487). 
streptococci and tuberculous, (882). 
Hippel’s disease of, (997). 
holes in, see Retinal detachment. 
lesions of, (1078 
instrument for localizing, 860. 
in pregnancy, 263, (598). 
vascular, malarial, (797). 
lipemia of, 760. 
macula, see Macula. 
neurofibrillar extension into, (304). 


‘ peripheral points, priority of, (978). 


photography of, see Photography. 
pigment epithelium, in eclampsia, (285). 
pigmentation of, (486). 

rents in, see Retinal detachment. 
rosettes in, (997).. 

splitting of, (488), (884). 

tears, see Retinal detachment. 
tuberculosis of, (96). 

tumors, see Tumors. 

water binding of, (997). 

embolism, (197), 
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(594). 
reflex page simulating, 359, 568. 
obstruction, (680). 
occlusion, (1056), (1066), (1067). 
diagnosis of, (400). 
rigidity, (1068). 
spasm, (1067). 
tension variations in, (1176). 
fat emboli of, after bone fractures, 463. 
pressure of, (85). 
and intracranial pressure, (84). 


Retinal blood vessels, central, closure of, 


148. 
differences in level of, (883). 
changes in, from quinine, (489). 
perip lebitis of, tuberculous, (85), (678). 
pressure of, after acetylcholine, (199). 
differential, (284). 
unilateral change i in, (79 
Retinal detachment, (85), on (676), (878). 
and agé, (486). 
in aphakia, 162, (595). 
beginning of, (594). 
and choroidal sarcoma, (1076). 
after cyclodialysis, (396). 
difficulties in finding, (398). 
in eclampsia, 761. 
etiology, in eepenate ophthalmia, (798). 
history of, (199). 
holes, (8 5). 
in external layers, (799). 
histology of, (997). 
localization of, (284), (285), (398), “). 
(488), (594), (799), 860, (881), 1 
without detachment, (286). 
idiopathic, pathologic anatomy of, (997). 
in sarcoma of choroid, (892). 
of internal limiting membrane, (679). 
Lindner on, 867. 
pathogenesis, 271, (880). 
reattachment, 558. 
relation to retinal cyst, (883). 
and retinal pigment-cell alteration, (486). 
traumatic, (85), (1070), (1070). 
vitreous detachment i in, (286). 
treatment, (881). 
evolution of, ag 
ae (20 0), (488), (593), (677), 
1308). (797), 857, 859, (880), 


and cataract formation 

catholysis (Vost), {200}, (580), (401). 

chemical, (485), 

contact glass in, 

cryocauterization, 503), 663, (677). 

diathermy, 65, (85), 162, 246, 3 
(592), (595), 658, (676), 
(Soe8}.. 761, (799), (882), (1068), 


electrode for, (1070). 
experimental, (198), (284). 
external, (593) 

needle for, (879), 
pyrometric, (677), 1088 
surface, (400), (485). 

reaction of ciliary body and iris to, 

(882). 
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Retinal detachment, (Continued). 
treatment, (Continued). 
eperations, (Continued). 


electrolysis, (399), (488), (596), (679), 
(679). 


chemical processes in, (285). 
electrode for, (680), (797). 


galvanocautery, 271. 
after, (199), (594), 


rest after, (592). 
results after, (677). (1175). 
shortening of eyeball, (487). 
suturing, (880), (996). 
thermophore, 550, 757. 
Retinal images, unequal, see Aniseikonia. 
Retinal quadrants, projection on geniculate 
bodies, (87). 
relation to optic radiations, (87). 
Retinal vein, blood pressure in, (487). 
obstruction, 959 
changes in anterior segment, (881). 
Retinitis, albuminuric, (286), (678). 
central, (996). 
circinata, (198), 259. 
diabetic, (883). 
and hypertony, (679). 
exudative, Coats’s, (198), (486), (680). 
juvenile macular, (1 
retinal circulation in, (595). 
senile, and “angioid streaks,” (879). 
hemorrhagic, (996). 
Jensen’s, (676). 
pigmentosa, 369, 465, (880). 
treatment, 
optotherapy, (1070). 
sympathectomy, (880), 1058. 
unilateral, (400). 
in and MHohenzollern, 


(1068). 
proliferans, (198), (199), (487). 
of external layers, 


Retinoblastoma, see Glioma. 

Retinochoroiditis, juxtapapillaris, (676). 

Retinoschisis, (488 

Retinoscopy, see Refraction. 

Retrobulbar neuritis, see Optic neuritis. 

Rhabdomyoma of orbit, (406). 

Rhinoscopy indispensable to ophthalmolo- 
gist, (299) 

Rigor mortis of ocular muscles, (982). 

Rodent ulcer, see Ulcer. 

Roentgen ray, see X ray. 

Rosacea, see Acne rosacea. 

Royal Society of Medicine, Section of Oph- 
thalmology, 56, 162, 366, 558, 659 

Rumania, cysticercus in, (898). 

Russian edition of Stilling’s plates, (778). 


Safar’s diathermy treatment, see Retinal de- 
tachment. 

Saint Louis Ophthalmic Society, 57, 463, 
660, 959, 1054, 1056. 

Salzmann’s corneal dystrophy, see Cornea. 

Somer swimming-pool conjunctivitis in, 


Saratov industry, loss of corneal sensitivity 
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in, (1079). 
Sarcoma, of choroid, (91), (296), (1077). 
with retinal detachment, (892), (1076). 
of ciliary body, 368 
of conjunctiva, (77). 
of cornea, (91), (1076). 
experimental, of the eyeball, (892). 
of inferior-oblique muscle, (688). 
intraocular, (891). 
of iris, (91), 651. 
of lacrimal i (893). 
of lid, (689), (89 
of optic-nerve, 1676 ). 
of orbit, 365, (891), ‘eS 
of uveal tract, (692), 90 
Sarcomatosis of (1077). 
Saunder’s operation, 
—— of interstitial keratitis, 


Schistosomiasis of (1166). 
Schneller’s operation, (491). 
School, clinics, see Clinics. 
program of eye health in, (901). 
trachoma and, (302). 
Schuberg’s eye ’salve, (280). 
Schiiller-Christian disease, (288). 
ophthalmic symptoms, (600). 
Sclera, blue, (990). 
and bone fragility, 259, (788). 
calcium content of, (872 2). 
cleft-line picture of, (481). 
curvature of, (480). 
cysts of, 
acquired, (78). 
degeneration of, (584). 
function of, (481). 
lipids of, (289). 
nerve loops in, (480). 
and see Abstracts, section six. 
Sclerectomy, curved keratome for, 1053. 
fistulizing, for keratoconus, (281). 
history of, 
Sclerencleisis, see Glaucoma. 
Scleritis, anatomic findings in, (584). 
from aspergillus fumigatus, 


periodica fugax, (1169). 
malignant, ( 
—— angle, physiopathology of, 
Sclerokeratitis, corneal hemorrhage in, (787). 
injections, for angioma of lids, 


in ophthalmic practice, 323. 
Sclerosis, choroidal, 562, (586), 659. 
multiple, eye findings in, (1072). 
optic-nerve atrophy and, 
retrobulbar neuritis due to, ‘1147. 
Scotoma, central, from fracture of optic 
canal, (297), (597). 
of glaucoma simplex, 333. 
traumatic, hemianopic, (1079). 
Sculpture for the blind, (302). 
Seeing, critical, reflex effect, 527. 
Sellar bridges, (683). 
Sense organs, nerve messages from, 960. 
after pneumococcic conjunctivitis, 
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Septojod, retinal injury from, (94). 
Serum, blood, see Blood. 

therapy, see Therapy. 
Sex glands and septic corneal injuries, (94). 
Shahan’s thermophore, 550, 757. 
Shanghai, scrofulous ophthalmia in, (279). 
Sheep gadfly, conjunctival myiasis due to, 


Siderosis, (690). 
Sight conservation, see Vision. _ ; 
Silver, ial of connective tissue, 


nitrate, in ophthalmia neonatorum, (784). 
in gonorrheal ophthalmia, (785). 
Sinuses, see Nasal accessory sinuses. 
Sioux Valley Eye and Ear Academy, 856. 
Skin graft of eyelids, 616, 1055. 
for cicatricial ectropion, (89), (89). 
Slitlamp, (1157). 
beam, photography of, (974). 
cauldron-shaped globe for, (380). 
revolving nosepiece for, (379 ). 
Zeiss-Comberg, (179). 
Snellen operation, (89). 
Social service in ophthalmology, 119, (695). 
Société ig d’Ophtalmologie, 1934 
bulletin, 3 
Sociology, see Abstracts, section eighteen. 
Socket repair, 51, (290), (403), (403), (887). 
Sodium thiosulphate on (381). 
Soemmering’s ring, ( 
Sound, visibility of? (08). 
South Dakota Eye and Ear Academy, 856. 
Soviet, ophthalmology in, (901). 
Spasmus nutans in children, (580). 
Specialty courses, 375 
Spectacle lenses, 769. 
for aphakic, (575). 
bifocals for divers purposes, 565. 
rising front, 
cataract test, (183). 
contact, (384), (584), (1161). 


for retinal detachment, 


in ulcus serpens, (78). 
eka 4 of, by the ophthalmologist, 274. 
fourteenth century reference to, 
frames, prescribing of, (776). 
fusion, 157, (579). 
meniscus, for hypermetropia, (184). 
“myodisc” and bifocal, (183). 
neophan, (901). 
patented, (575). 
power of, (576). 
punctate, (577). 
reflexions and images in, (575). 
oe convex, for convergent strabismus, 


Spectrum, 472. 

gauging the, (980). 

limits of visibility of, (978). 

saturation distribution i in, (980). 
Sphenoiditis, see Nasal accessory sinuses. 
Spicer, William Thomas Holmes, 971. 
Spinal-cord lesions and pupillotony, (974). 
Spinelli’s micrometry of fundus, (284), (285). 
Spinners, eye lesions in, (94). 
Sport, the eye and, (692). 


Spring catarrh, see Conjunctivitis. 
Spring peak of eye disease, (1082). 
Squint, see Strabismus. 
Staphyloma, (280). 
treatment of, (191). 
— ocular paresis and, 
Steatosis of conjunctiva, etc., (478). 
wee and magnetic qualities, 


Stereopsis, see Vision. 

Stereoscope, 360. 

Stereoscopic illustrations, 1153. 
Stigmatoscopy, (1160). 

se plates, Russian edition of, (778), 


). 
test for color blindness, (577), (1160). 
Strabismometer, (570). 
Strabismus, (983). 
amblyopia and, recovery, (299). 
combined with hyperphoria, 508. 
concomitant, dark adaptation in, (185). 
deviation and optico-function in, (184). 
and facial asymmetry, (581) 
convergent, (581), 
changes of refraction in, 820, 863. 
corrected with refraction, 863, 944. 
divergent pseudoparalytic, (477). 
false rier te in, 56 
familial, (581). 
forceps’ for, (780). 
measurement of, 143. 
production of, 267. 
relation to right and left sidedness, (780). 
and refraction, 372. 
treatment, (580). 
nonoperative, glasses, (185). 
orthoptic training, (185), 226, (387), 
(580), 961, (32), (983), (1162). 
operative, (388), (580), (581), 961. 
advancement, 1, (78) (781), (782). 
cinch shortening, (185). 
telangiectaticum after, 
muscle transplantation, (779). 
with myocampsis, (580), (581). 
recession, 466, 744, 1137, (1162). 
sutures for, (388). 
tendon lengthening, (781). 
Streptococcus, of the eye, (1073). 
haemolyticus melanogenes, conjunctival 
ulcer, (785) 
in ocular inflammations, 805. 
— conjunctivitis from, 
1094. 
Strychnine for ocular affections, (998). 
Students, color vision in, (979) 
Stump for prosthesis, (289). 
Subhyaloid exudation, (879). 
Sulphur therapy, (181), (977). 
Supravestibular — and ocular-muscle 
paralysis, 667. 
Soreer7,¢ ocular, (181), (495), (573), 762, 


plastic (88), 437, 1148. 
progress in, 63 
and the vitreous, 866. 
Switchboard operators, vision of, (499). 
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“Sylvian syndrome, see Syndrome. 
Symblepharon, operation, (293), 1055. 
(598), (599), (798), (880), 


Sympathetic ophthalmia, (82), 159, (794). 
delayed onset of, (792). 
etiology, (874), (1170), (1171). 
meningeal reactions of, (993). 
with recovery, 657. 
pathology of, (586). 
retinal detachment in, (798). 
therapy, (874). 
calcium chloride, (1079). 
transplantation to animal eyes, (82). 
tuberculosis and, ). 
and see Abstracts, section seven. 
prot. of anterior choroidal artery, 


Argyll Robertson, 442. 
blue sclera, 259, (788). 
cervical s mnpathetic, (1177). 
Duane’s 58, 861, 
Frenkel’s, ( 92). 
hemorrhagic, (678). 
Horner’s (87), (97), (670). 
Marcus Gunn, 
Marfan’s, (795), (99 5). 
and ectopia lentis, (795), (995). 
Mikulicz’s, (405), (491), (891). 
nasal nerve, (896), (898). 
neuroparalytic, from trigeminus 
(1170). 
ocular, after commotio cerebri, (798). 
from lesions of internal carotid, (1072). 
optic neuritis, (682). 
of pain, and eye, ear, etc., (98). 
Parinaud’s 827, (1164). 
and polioencephalitis, (402). 
Parkinsonian, (186). 
retraction, (276), (276). 
retroolivary bulbar, (87). 
Schiiller-Christian, (288), (600). 
Sylvanian ophthalmic, (402). 
uveoparotid, 469, a 637, 735, (993). 
Syntropan, (380), ‘dl 61). 
Syphilis, blepharitis ulcerosa with, (1075). 
of central nervous 
contraction, (108 
of choroid, (483). 
comparison of tests for, (976). 
congenital, ocular manifestations of, (976). 
treatment, (482), (976). 
of (189), (277), (1165). 
gumma, (2 77). 
primary, (1163). 
hereditary, (792), (1162). 
Cares). Sabouraud tubercle in, (95), 
manifestations of, favored by trauma? 
(1079). 


neurosyphilis in ophthalmology, (898). 
ocular, (86), (201), (298), (393), (498). 
pathologic anatomy of, (498). 
and primary glaucoma, 1129. 
treatment, arsenobenzol, (574). 
malaria, 758, (975 
Syria, ocular myiasis in, (694). 
Systemic disease and parasites, (95), (298), 


lesion, 
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visual-field 


(495), (692), (896), (1079). 
Szily’s ring cataract, see Cataract. 


Tabes dorsalis, oculocardiac reflex in, (299). 
visual-field changes in, (1073), (1081). 
Taenia solium, see Cysticercus. 
Tangent screen with artificial daylight illu- 
mination, (178). 
Tangentometer, 
Tattooing o ae, (391), (1170). 
Teaching of ophthalmology, graduate, 375. 
progress in, 63. 
undergraduate, 801. 
Tears, see Lacrima. 
Tebeprotein, (693). 
Teeth, see Focal infection. 
Telangiectatic granuloma, (88), (982). 
Tenonitis, 1054. 
Tenon’s space, en of lens into, (895). 
Tenotomy, (397), 86 
Tension, see Glaucoma. 
Teratoma of orbit, (68 
Terminology, medical, (498). 
Test, biologic, for tuberculosis, (496). 
for color blindness, (577). 
for depth perception, 447. 
for fusion, (579 
malingering, (5 1). 
refraction, see Refraction. 
visual acuity, see Visual acuity. 
Testicular extract, effect on fluorescein pene- 
tration, (574). 
Tetany, guanidine, ocular tension in, (994). 
ocular affections among, 
Thallium poisoning, (297), (681), (692). - 
optic atrophy from, 
Thelazia californiensis, (693). 
Therapeutics and ae (180), (381), 
(573), (773), (975), (1158). 
Therapeutics, progress in, 61. 
aie solutions in ophthalmic, 323, 


Therapy, (382). 
carotin, (381 
diatherm mye see Diathe 
fever, (597), 758, 75), (975), (998). 
foreign protein, 
glucose, (381). 
histidine, (381). 
iontophoresis, see Iontophoresis. 
lysate, (1158). 
magnesium sulphate, (976). 
radiation lamp for, (976). 
sclerosing solutions, 323, (575). 
serum, horse, for corneal ulcers, (280). 
sodium thiosulphate, (381). 
sulphur, (977). 
vaccine, typhoid, 57. 
vitamin, (789). 

Thermophore, for retinal detachment, 550, 


5 
Thermoplasty, (983). 
of extraocular muscles, (982). 
Thermosclerotomy, see Glaucoma. 
Third-nerve nucleus, solitary tubercle at, 


(477) 
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Thromboangiitis obliterans, ocular 
Thrombosis, of cavernous sinus, (1000 
of retinal vein, 
of superior temporal vein, (677). 
Thyroid disease, dacryoadenitis in, (1000). 


exophthalmic, (87), (96), (290), (684), 
(897). 


progressive, (1000). 
myositis with, 51. 
ocular symptoms of, (490). 
myopathies, (96). 
Thyroxin, (573). 
Tissue, ocular, examination of, (773). 
staining of, (379). 
Tobacco, amblyopia, 720. 
vascular basis of, ( 1071) 
nyctalopia from, (681). 
workers, visual organ of, (493). 
Tonoscopy, retinal, (85) 
Tooth in lid, (491). 
Toti’s operation, (293). 
for lacrimation, (290). 
Toxic amblyopia, we Amblyopia. 
Trachoma, , (987), (1166). 
agent of, filterability, 133. 
anterior auricular lymph nodes in, 651. 
bacterial strains from, (985), (98 
B. granulosis, (988 ). 
Ochi microérganism, (76). 
Rickettsialike bodies, (277). 
in Baluchistan, (1085). 
piomicroscoRy of limbus in, (187). 
blood in, ( 
(1164). 
campaign ( 
at Gabés, (302). 
in Morocco, (302). 
in Japan, (901). 
League of Nation’s aid in, (1084). 
in Poland, (902). 
in Russia, (1165). 
classification of, (477). (984). 
climatic factors i in, (76). 
cornea, avascular keratitis, (787)... 
pitting, (389), (784). 
cytology of conjunctiva in, (1165). 
cytologic, (186). 


Egypt, 

(279), 868, (987). 
elementary body, (1 89), 811. 

follicles, experimental, (479), (786). 
intramicrobial elements in, (985). 
secondary infection, (785 

in Glasgow, (901). 

among Greeks in Ukraine, (901). 

hidden, (389). 

hyperplasia of tarsal epithelium in, 47. 

infectivity of, for monkeys, 10, 133. 

inoculation, of chickens with, (1165). 
with paratrachoma, (582 

involving Denig’s trans lant, (390). 

of lacrimal ponees i, (293). 

laws of, (987), 

of lunula, 

lysozyme of tears in, (987), 1109. 

molluscum contagiosum, (479). 

and negroes, (1083), 
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pannus, biomicroscopy of, (192). 
Denig’s operation for, (1168). 
treatment, (392), (393), Sil (583). 

pathogenesis of, (477), (784). 

pathology, experimental, (984). 

in periocular degeneration, (186). 

problem, (987), (988). 

prophylaxis of, (301), ve) (987), (988). 


against blindness in, ( 085). 
Bodies i in, (189), 


pterygium and, oes (984). 
ptosis in, (29 1), 
purulent ode with, (582). 
and sanitary living, (188). 
and the school, (302). 
seasonal, (987). 
social aspect of, (1085). 
treatment, (186). 
bee-sting poison, (782). 
benzyl cinnamate, (78), (479). 
calcium chloride, (77). 
oa oil, (479), (986). 
copper, (188 390). 
diathermy, (1164 
ginger, (988). 
immenin, (782). 
quinine, 468, 631. 
removal of -Meibomian tarsal. glands, 


(1167). 
sodium, hypochloride, (986). 
taurocholate, (991). 

sugar, 176. 
tarsectomy, (1000), (1167). 
tuberculin, (77). 
vaccine, polyvalent, (186), (985). 
X ray, (186). 

tuberculous virus in? (784). 

and vernal (77). 

virus, (984), (988 
changes in tissue (277). 
filterability of, 133, (1166 

Waldeyer’s ring in, (390). 

in Western Canada Indians, (99). 

in wrestlers, (78). 

in Zaporozshe district, (499). 


Transfusion, see Blood. 


Transplantation, see Cornea. 
and see Denig’s transplant. 
Trantas, velonoskiascopy of, (777). 
Trephine, Elliot, (296). 
for keratoplasty, (787). 
Trephining, Elliot’s, see Glaucoma. 
Zonderman, (393). 
Trephones, embryonal, effect on corneal 
cicatrization, (80). 
Trial case, the first, 753. 
Trichiasis, (291). 
Trichinosis, 1056. 
in optic neuritis, (97). 
Trichlorethylen poisoning, (885). 
Trichromasia, congenital blue anomalous, 


Tropics, ophthalmology in 
Tubercle bacillus, (27 


Cie), yon). 
Tubercle, of choroid, dig 


Carabelli- Sabouraud, O ), (495). 
at third-nerve nucleus, (477). 


| 
4 
q 
i q 
: 
| 
Al q 
if 
a ‘4 
i 
| 
= 
5 
| 
| 
a 
a a 
: 


Explanation: Numbers in heavy type refer to original articles, parenthetic numbers to abstracts 


Tuberculin, allergy, (479). 
therapeutic, 7), 378, (382), 564, (573), 
(582), (874). 
Tuberculosis, of anterior segment, (874). 
antigen AO, (774). 
leucocyte count and, (694). 
of choroid, (791), ( 874). . 
chronic miliary, (873). 
of conjunctiva, (279), (478). 
“benign,” (782). 
bulbar, (1164). 
with erythema nodosum, (478). 
follicular type, (278). 
and conjunctivitis, (393). 
of cornea, (1167). 
and diseases < the eye, 668. 
immunity, (694). 
aogrngy (79), (395), (395), (874), 965. 
of iris, (791). 
chemical anatomy of, (992). 
Mantoux (9 77). 
ocular, (497), 7 
allergy and, (97). 
biome of anterior segment in, 


diagnosis and therapy (299), (976), 
(976 


disclosed by Hollande reaction, (973). 
experimental, (300). 
leprosy and, (1082). 
eae enzymes of organism for, 


( 
spread of, (96). 
test for, (496). 

and __ phiyctenular 
(1163) 


of pons, (96). 
of retina, (96).. 
and eee ophthalmia, (874), (1170), 


(1171). 
therapy, 769, (693). 
uveal, 760. 
curability, (96). 
uveoparotid, 735. 
and see Tubercles. 
and see Tuberculin. 


keratoconjunctivitis, 


oculoglandular, (299), 453, 
Tumors, (89), (294), (405), (492), (686), 
(891), (1076). 


of brain, see Brain tumors. 
of caruncle, melanoma, (686). 
of chiasma, 869 
of choroid, adenocarcinoma, (687). 
carcinoma, (89), 
endothelioma, (90). 
epithelioma, 762, (892), (1078). 
melanoma, congenital, 964. 
malignant, 965. 
sarcoma, (91), (296). 
and retinal detachment, (892), (1076). 
of ciliary body, leiomyoma, (294) 
sarcoma, 368 
of conjunctiva, carcinoma, (1076). 
epithelioma, (295). 
granuloma, (982). 
melanoma, (1076). 
plasmocytoma, (688). 
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pseudoleukemic, (478). 
sarcoma, primary, (77). 
of cornea, a (91). 
sarcoma, (1076). 
cysts, see Cysts. 
epibulbar, pmo (295), (689). 
melanoma, ( 
of eye, (492), (686). 
adenocarcinoma, 371. 
anterior segment, (90). 
biomicroscopy of, (688). 
lymphocytomatous, (492). 
melanosis, a (686). 
sarcoma, (89 
(893). 
of hypophysis, see Hypophysis. 
of inferior-oblique muscle, sarcoma, (688). 
intraocular, melanoma, (1076 
radium in, 1057. 
of iris, epithelial, (688). 
hypernephroma, 
leiomyoma, (294). 
melanosarcoma, 
sarcoma, (90), 6 
of lacrimal agarcoma, (893). 
of lacrimal gland, (89 
of lacrimal a, carcinoma, (293). 
of lids, (1077 
angioma, (296), (600), (689). 
granuloma, 151. 
lipoma, (492). 
melanoma, (893). 
pseudoleukemic, (478). 
s disease and, (405). 
sarcoma, (68 
(893). 
of limbus, epithelioma, (188), (689), (892). 
of (en gland, adenocarcinoma, 


) 
carcinoma, 166, 552. 
oculopalpebral, (1077). 
of optic nerve, carcinoma, (893). 
glioma, (295), (686), 
gliosis, (294). 
primary, 869. 
sarcoma, (1076). 
of orbit, (1076). 
angioneuroma? (688). 
carcinoma, 532, (687). 
chloroma, (891), (999). 
diagnosis of, (1076). 
endothelioma, 562. 
hemangioma, "259, (403). 
hemangio-epithelioma, (294), (686). 
lymphoma, 
meningocele, (405). 
mixed, (1077). 
neurinoma; (295), (686), (1077). 
in osteochondrofibrosarcomatosis, (88). 
rhabdomyoma, (406) 
sarcoma, (1077). 
primary, (891). 
small, 365. 
surgical treatment of, (1076). 
teratoma, (687). 
radium irradiation of, (181). 
of retina, carcinoma, 


(200). 
glioma, 6. (90), ea, (892) (1076). 
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Tumors, (Continued). 
of retina, (Continued). 
granuloma, (882). 
mulberry, (91 
of sphenoid, ( ). 
of uvea, sarcoma, (692), 903. 
Turkey, glaucoma in, (589). 
Twins, buphthalmos in, (588). 
refractive error of, (577). 
Typhoid vaccine in ocular disease, 57. 
exanthematic, ocular changes in, 


Ukraine, ophthalmologic service in, (499). 
trachoma among Greeks in, ( ). 
Ulcer, buccal, with < phenomena, (282). 
of conjunctiva, (785). 
of cornea, (393) 
from Bacillus pyoc aneus, (78). 
blastomycotic, (790). 
etiology of, (1170). 
from pantocaine, (786), (1158). 
rodent, 64, (78), (392), (790), (1076). 
serpiginous, (392), (392), (392), (393). 
contact glasses in, (78). 
streptococcal, (279). 
torpid, (278). 
treatment, (78). 
sutohemotherap (393). 
chloramin, 
diathermy, (580). 
eserine, (391). 
fever, (775). 
galvanopuncture, (989). 
orse serum ). 
peridectomy, 
trephining, (393). 
Ultrashort waves, (1159). 
i light, and oxidation by lens, 


preoperative preparation with, 366. 
therapy, (180), (187), (975). 
Undulant fever, papilledema in, (681). 
United Kingdom Ophthalmological Society, 
_ _ 1935 annual congress, 1057. 
ier ~* States, oculist’s impressions in the, 


(900). 
Utrecht eye clinic, (1069). 
Uvea, anterior, effect of blocking, (80). 
tuberculosis of, (96). 
fatty degeneration in, (792). 
hydrophilic properties of, (791). 
Uveal tract, sympathetic disease, and 
ueous humor, (80), (192), (281), (393), 
1179) (585), (670), (790), (873), (992); 


Uvestic. endogenous, (585). 
necropsy findings, (1170). 
traumatic, (91) 
treatment, gold, 560. 
tubercular, and periphlebitis, 760. 
and see Iritis. 
Uveoparotid, disease, 558, (993). 
 Mikulicz’s disease and, 469. 
fever, 637, 735. 


Vaccinia of the eye, (299). 


Vaccine therapy, for trachoma, (186), (985). 


typhoid and paratyphoid, 57. 
Varicella, herpes and, (96), (991). 
Vegetative zones of the face, (394). 
Velonoskiascopy of Trantas, (777). 
Vernal conjunctivitis, sy Conjunctivitis. 
Vienna, eye clinics, (696 
Vioform for lid inflammations, (404). 
Vision, binocular, (780), (781). 
color, (980). 
anomalies of, (578). 
fusion in color-weak patients, 757. 
normal, exhaustion of color system in, 
(576), (779). 
phenomena of, (979). 
and safety, (696). 
in students, (979). 
in ae ort industry, (99), (1084), 
and see Color blindness. 
conservation of, 475 
classes, 845. 
in Sao Paulo, (695). 
vocational guidance for, (899). 
defective, (899). 
— after prolonged hunger, (96), 


entoptic, (385). 

facial, of blind, (1084). 

function of, and aniseikonia, 1014. 

loss of, calculation, (899 
macular, (682). 

malingering, (493), (571). 

near, divergence increase with, 419, (780). 
and — adjustment of eye to, (179), 


rolling of eyes in, (576). 
partial, 1152. 
of school children, 473, 474, 475. 
stereoscopic, depth perception and, (385). 
measurement of, 356. 
theory, (775). 
and suppression, (780). 
of tobacco workers, (493). 
in transport service, (99), (1084), (1160). 
tubular, (202). 
and —— of switchboard operators, 


and see Perception. 
and see Abstracts, section three. 
Visual acuity, defects of, 171. 

determination of, and light sense, (773). 
in European chimney swallow, (384). 
influence of fixation Ti (181). 
maintenance of, (108 
recovery of, after Niooat effort, (499). 
test of, (380), 106 

charts for, (384), 

illumination in, (498), (696). 

in maa service, (99), (1084), 


Visual apparatus, disturbance of, in eclamp- 
sia, (497). 
in pernicious anemia, (695). 
evolution of, (777). 
Visual cells of lampreys, (596). 
Visual fields, changes, in papilledema, (86). 
early, in tabes, (1073). 
contraction of, in syphilis, (1081). 
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Visual fields, (Continued). 
defects, from foreign bodies in retina, 


( . 
homologous, (87). 
from intracranial lesions, (86), (402). 
from orbital abscess, -{082). 
in pregnancy, (87), (599 
effect of, acetylcholine upon, (200). 
labyrinthine stimulation, (578). 
X-ray therapy, (886). 
; examination of, in oxygen-deficient at- 
mosphere, (1157 ). 
history of, (303). 
nasal periphery, weakness of attention at? 
(1157). 


_ Visual stimulation, epilepsy due to, 661. 
Visual tracts and centers, (86), (201), (288), 
(402), (489), (598), (682), (885), (998), 
(1072), (1177). 


hemianopsia and lesions of, 


Vital staining of the eye, (303). 
Vitamins, (1082). 
A, ophthalmic, 96 
C, (591), (3) (674). (878), (1066), 
(1171), (11 
deficit, A, to, 1087. 
hemeralopia in, (399), (1067). 
from celiac disease, (76). 
xerophthalmia and, (79). 
experimental, 967. 
feeding, C, for naphthalin cataract, (674). 
in keratoconjunctivitis, 


Vitreous, (1175). 
in accommodating eye, (778). 
biomicroscopy of, (672). 
4 body, and glaucoma, (1173). 
: chemistry of, (596). 
calcium content, (483). 
gel nature of, (285). 
lipids, (1068). 
polysaccharide of, (799). 
proteins, (394). 
sodium content, 706. 
detachment of, (286), (879), (879), (882). 
floating foreign bodies in, (198). 
gel, swelling of, (193). 
hemorrhage, recurrent, (487). 
juvenile, (85), (679), (1176). 
prolapse of, (283). 
structure, (400). 
surgery and, 866. 
tuberculous nodule in, (1069). 
and see Abstracts, section ten. 
: Vocational guidance, (499), (899), (901). 
Vogt’s, entropion operation, (890). 
skeleton: -free X ray of eyeball, (93), (95), 
(493). 


Von Hippel’s disease, see Retina. 
Voronezsh, industrial traumatism in, (499). 


Waldeyer’s ring and trachoma, (390). 
Walker, Hugh, 972 
War gases, effect of, on.eye, (691). 
Washington, D.C., Ophthalmological So- 
ciety, 259, 657, 762. 
Weather, effect of, on eye disease, (1081). 
Waves, short, (1159). 
ultrashort, (1159). 
bactericidal action of, (1159). 
Webster’s operation, see Entropion. 
Welding, effect of light on eye in, (895). 
Weymann, Morie Frederick, 272 
Wilder, William Hamlin, 1155. 
Wisdom tooth, ocular disorders and, (1081). 
Wohlfahrtia, ophthalmomyiasis from, (298). 
Work, standards of hyeen. (1081). 
Wrestlers, trachoma in, (78). 
Writings, ‘ancient, mentioning glasses, (99). 
Wiirttemberg, retinitis pigmentosa in, (1068). 


Xanthomatosis bulbi, (585). 
Xeroderma pigmentosum, ocular lesions in, 


localization, (479), (892). 
Xerophthalmia, (79), (1167). 
nutritional, 3 
Xerosis of conjunctiva, (76). 
X-ray, examination, 
of cataracts, (797) 
of eyeball (Vogt’ s), (93), (95), (493). 
of lacrimal (601). 
of orbit, (894). 
of intraocular foreign bodies, see Injur- 
ies. 
injuries, see 
therapy, (38 2). 
in acute inflammations of ine eye, (975). 
for blepharitis, (88), (40 >. 
fractional, effect on bbe eye, (690). 
in Mikulicz’s disease, (293). 
of pregnant woman, (690). 
for sarcoma of orbit, 365. 
for sellar tumor, visual fields after, (886). 
for trachoma, (186). 


Yellow oxide of mercury, idiosyncracy, (975). 


Zaporozshe district, anaes in, (499). 
Zeiss-Comberg slitlamp, (17 
Zine sulphate, idiosyncracy, (675). 
Zirm’s operation (glaucoma), (794). 
Zonderman trepanation, (393). 
Zonule,. distensibility of, (578). 
Zoster, ophthalmicus, (989), (1160). 
cause of, 162. 
convalescent blood for, 1149. 
ophthalmoplegia from, (579). 
and varicella, (96), (991). 
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